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PARTI -GENERAL 
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A. INTRODUCTION 

This manual covers the servicing of the Tempest Model 40 Sets shown in Pages 6 through 16 of Manual 492. 

A thorough review of this manual should be completed before servicing of the Tempest Model 40 equip- 
ment is undertaken. 

This manual consists of seven parts. Parts 3 through 7 provide information necessary to checkout (Part 3), 
troubleshoot (Part 4), adjust (Part 5), disassemble /reassemble (Part 6) and maintain (Part 7) the Tempest 
Model 40 Sets. Each part begins with an index, which lists the information contained in that part. 

Installation information is provided in Tempest Manual 492. 

Trouble isolated to outside the output terminal blocks are not analyzed in this manual. 

The routine servicing specified for sets with printers should be performed at recommended intervals. See 
Part 7. 

The correction of troubles (PART 4 — TROUBLESHOOTING) is based on replacement of defective 
components, therefore, the components shown in this manual, which are applicable to the set, should be 
readily available. A 405900 carrying case to facilitate storage and transportation of smaller components, 
is available. 

Space available for 
identification label. 
To apply label, remove 
paper backing and 
press firmly in place. 




MISCELLANEOUS PARTS 
COMPARTMENT 

(To open cover, pull handle 
toward left.) 



PART 4 — TROUBLESHOOTING provides information on when and how to utilize the test switches 
and indicators provided in the design of the Tempest Model 40. 

Note: When ordering replaceable parts or components, unless otherwise specified, prefix each part 
number with the letters "TP" (ie, TP410055). 
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B. FEATURE AND OPTION RECORD 



Before proceeding with checkout or servicing, a review Folded and located 

of the features and field options or other descriptions ^ pedestal document 

and records should be made to determine which options, holder, 
if any, should be changed from the way they were 
furnished by the factory, applied at a service loca- 
tion, or altered during earlier service applications. 

A Feature and Option Record for the set should 
be maintained and attached to the equipment 
to facilitate checkout or operation. 

Coversion information, to change features in the 
field, is not provided in this manual except to ^ 
convert replacement components when correcting 
a trouble by substitution, thereby retaining 
the original features in the repaired set. For 
information to add or change the features 
originally ordered, refer to the Teletype Corporation 
catalog, modification kit specifications, or other 
instructions and make proper entries on the 
Feature and Option Record. 

C. TECHNICAL DATA 

1. POWER SOURCE REQUIREMENTS 

115 V ac ±10 percent 50/60 hertz ±0.5 hertz from an unswitched, standard 3-Wire system. 
Note: When operating from a 50 hertz power source, a pulley change is required on the printer. 

Danger: Sets must be properly grounded to prevent shock hazard. 

2. POWER CONSUMPTION AND HEAT DISSIPATION 

Approximatie Current Draw 
R0P-KP-KP3 330 Watts 1130 BTU/Hr. 3.65 Amps 

3. ENVIRONMENTAL RESTRICTIONS (Operating) 

Ambient Temperature +40°F to +110°F 

Relative Humidity 2% to 95% (noncondensing) 





4. WEIGHT (Approximate) 

Unpacked 

Terminal Logic 50 pounds 

Printer and Printer Logic 40 pounds 

Housing for Terminal Logic or Printer 15 pounds 

Operator Console W/Cover 5 pounds 

Pedestal 56 pounds 
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D. SUPPLEMENTARY INFORMATION 



Supplementary information can be found in the How to Operate Manual 491, Installation Manual 492 
and Section 570-005-8aOTC, Maintenance Tools. 

The following wiring diagram packages (WDP), covering the component are supplied with the set. 
WDP0435 40P Printer, 80-Column 

WDP0453 40CAB202/RA, RD Friction Feed Printer Cabinet 
WDP0454 40CAB352/RA, RD Tractor Feed Printer Cabinet 
WDP0456 40CAB354/RA, 132-Column Tractor Feed Printer Cabinet 
WDP0457 40CAB903 Pedestal 
WDP0462 40P Printer, 132-Column 
WDP0525 40K108/RDJ Opcon 

WDP0582 40C431/ZZZ/000 Controller without Cards 

WDP0583 40C432/ZZZ/000 Controller without Cards (Includes 40K002/RAA/DC Opcon) 
WDP0584 and 

WDP0585 40C438/ZZZ/000 ControUer without Cards 



E. TOOLS AND SUPPLIES 

The following tools and supplies may be required for installation or servicing of Tempest Model 40 
apparatus. Most of these items should, normsQly, be present in standard maintenance tool kits. 

1. TOOLS 



Wrench 


Q/iD men socKei 




Open-end wrench 


o/o mch 


154765 




.^/Ifi inph nnH 1 l/L irtrh 

O/XvJ lllv^il CUIU -I-/^ illl^Xi 




Open-end wrench 


5/16 inch and 3/8 inch 


152835 


Open-end wrench 


3/4 inch 


129537 


Nut driver handle 




135676 


Nut driver 


1/4 inch 


89954 


Nut driver 


5/16 inch 


89955 


Nut driver 


1/4 inch 


135677 


Nut driver 


5/16 inch 


135678 


Screwdriver 


1/8 inch, 2 inch blade 


95368 


Screwdriver 


1/4 inch, 6 inch blade 


100982 


Screwdriver 


(blade less than 5/32 inch) 


94647 


Allen wrench 


0.050 


104457 


Allen wrench 


0.078 


110271 


Tweezers 




151392 


Spring hook (pull) 




142554 


Spring hook (pull) 




75765 


Spring hook (push) 




75503 


Spring scales (8 ounces) 




110443 


Ruler 


6 inch 


95960 


Cleaning brush (type face) 




151394 


Long-nose pliers 




108285 


Cutting pliers 




108286 


Terminal extractor 




182697 


Retaining ring pliers 




160396 


Terminal extractor 




341983 


Keyswitch extractor 




346257 


Keytop extractor 




346260 


Gauge 




402617 


Gauge 




402868 


Terminal extractor 




(MOLEX HT2285) 


Card extender 




410499 


Static dischai^e strap 




346392 
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E. TOOLS AND SUPPLIES (Contd) 



2. SUPPLIES 

Grease — 145867 (4 ounce can) or 143484 (one pound can) 

Oil — 88970 (1 quart can) 

Ribbon — 402444 for Model 40 Printer 

Paper (tractor feed) 

Degreaser (Freon TF) — 337449 (6 ounce aerosol can) 
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PART 2 - DESCRIPTION OF TERMINAL OPERATION 



INDEX 



PAGE 



A. 



GENERAL 

1. INTERFACE REQUIREMENTS 

2. OPTIONS 

3. GENERAL DESCRIPTION OF DATA TRANSFER 



2-1 
2-2 
2-5 
2-10 



B. 



LOCAL OPERATION 



2-10 



C. 



ON-LINE OPERATION 

1 . RECEIVE OPERATION 

2. RECEIVE ONLY PRINTER (ROP) OPERATION 

3. SEND/RECEIVE OPERATION 

4. PRINTER OPERATION 

5. SELECTIVE CALLING (POL/SEL) OPERATION 



2-11 

2-11 

2-14 

2-15 

2-15- 

2-16 



A. 



GENERAL 



The Tempest (RFI) Treated Model 40 Receive Only Printer (ROP), Keyboard Printer (KP) and Three 
Stack Printer (KP3) sets provide terminal configurations capable of operating in point-to-point or 
multi-point, private line data communication systems and offering a wide choice of operating speeds 
and communications codes. 

The terminals can operate in a multi-point data communication system using selective calling (Pol/Sel) 
format, where message transfer is accomplished through selections and polls of the terminal devices. 

The terminals can be optioned to receive asynchronous (free running internal clock) data or isochronous 
data (bit stepped from external clock). Isochronous speeds can range from to 9600 baud. Asynchro- 
nous speeds are switch selectable from the choices below: 

50, 75, 100, 110, 150, 300, 450, 600, 900, 1200, 1800, 2400, 3600. 

The terminals are capable of receiving the following codes: 

8-Level ASCII 

8-Level Extended ASCII (8-bit or 7-bit with SI/SO key) 
Special 6-Level Code 
5-Level Baudot 

8-Level (ITA5) ASCII code can be received on either a 10 or 11 unit start-stop character frame. 

5-Level (ITA2) Baudot code can be received on either a 7 or 7.5 unit start-stop character frame. 

A special 6-Level code can be received on either a 8 or 9 unit start-stop character frame. This code is 
not monitored for vertical parity. 

The terminals can be optioned to monitor received data for extended 8-Level ASCII code, with the 
parity bit replaced by an 8th data bit. This code does not support any parity check, but an extended 
set of 128 printable characters is made available to the printer in addition to the standard 94 ASCII 
characters for a total of 222 printable characters. The additional print positions must be specified 
in a custom type carrier for the printer. Printing speed (throughput) wfll be affected by this option. 
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A. GENERAL i 

The terminals can also monitor extended ASCII codes by decoding 8-Level ASCII with "Shift In'V'Shift 
Out" keys. After receipt of the SI character "key", the controller passes the received ASCII codes to the 
printer with the 8th bit spacing for standard ASCII graphics. After receipt of the SO character "key", 
received ASCII codes are passed to the printer with the 8th bit marking for graphics from a second set 
of 96 printable characters. This option supports odd, even, or no parity checks, while providing the print- 
er with 190 printable characters. The additional print positions must be specified in a custom type 
carrier for the printer. Printing speed (throughput) will be affected by this option. 

The KP and KP3 terminals are capable of transmitting the following codes: 

8-Level ASCII 
Special 6-Level code 
5-Level Baudot 

8-Level ASCII code can be transmitted on either a 10 or 11 unit start-stop character frame. 

The special 6-Level code can be transmitted on either a 8 or 9 unit start-stop character frame. The CAPS 
LOCK key must be engaged when sending in the special 6-Level code. 

The 5-Level Baudot code can be transmitted on either 7 or 7.5 unit start-stop character frame. 

The Tempest (RFI) Treated Model 40/8 Three-Stack Printer (KP3) terminal arrangement can provide up 
to three independent I/O sets capable of operating in point-to-point or multi-point, private line data 
communication systems and offering a wide choice of operating speeds and communication codes. 

An I/O set is here defined as one of three independently optioned send/receive functions. Each imple- 
mented I/O set is ^signed its own printer, but all sets share a single C400 controller and a common 
opcon. 

Each I/O set can be optioned to receive asynchronous (free running internal clock) data or ischronous 
data (bit stepped from external clock). Ischronous speed ranges are — 9600 baud for ASCII and 
— 4800 baud for 6-Level and Baudot. Asynchronous speeds are switch selectable in the 410421 
circuit card from the following baud rates: 

50, 75, 100, 110, 150, 300, 450, 600, 900, 1200, 1800, 2400, 3600. 



1. INTERFACE REQUIREMENTS 

The station provides an isolated interface in the pedestal of each set. This interface provides a means 
for customer termination of signal leads and power for the set. Signal leads conform to the voltage, 
impedance and waveshape requirements of MIL STD 188C and are described briefly : 

SIGNAL - Receive and Transmit Data 
+6 V dc mark, -6 V dc space 

CLOCK - Receive and Transmit Clock 
+6 V dc to -6 V dc excursion 

- to + transition is start of bit 

+ to - transition is mid bit point 

CONTROLS - Terminal Ready Output 

+6 V dc Ready, -6 V dc Stop 

- Clear to Send Input 

+6 V dc Clear to Send, -6 V dc Stop 
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The set is basically full duplex; that is, the transmit and receive lines are isolated and independent of each 
other. The set is shipped with a half -duplex strap installed and must be removed at installation. 

The customer interface assembly can be optioned to operate in either an EIA polarity type signal con- 
figuration or in a 20—60 mA, neutral current loop configuration by changing the associated circuit cards. 

EIA Operation 

SIGNAL - Receive Data 

-3 V to -25 V Mark, +3 V to +25 V Space 

- Transmit Data 

-6 V Mark, +6 V Space 

CLOCK - Receive and Transmit Clock 

-25 V to +25 V maximum excursion 
-3 V to + 3 V minimum excursion 
+ to - transition is start of bit 
- to + transition is mid-bit point 

CONTROLS - Terminal Ready /Request to Send Output 
-6 V Ready/Request, +6 V Stop 

- Clear to Send Input 

-3 V to -25 V Clear to Send, +3 V to 25 V Stop 

Options to the above: 

a. Receive data can be inverted -6 V dc mark, +6 V dc space (EIA Compatible) by replacing the 
circuit card in slot Z6 of the interface with an 303184 circuit card. 

b. Transmit data can be inverted -6 V dc mark, +6 V dc space (EIA Compatible) by replacing the 
circuit card in slot Z7 of the interface with an 303185 circuit card. 

c. Replacing the 303181 LEDD card in slot Z3 with a 303184 LEDD card will aUow operation with 
an inverted (EIA) clocking source. 

d. Replacing the 303180 keyer card in slot Z5 with a 303185 keyer card will allow EIA compatible 
terminal ready or request to send signals to be output. 

e. Replacing the 303180 LEDD card in slot Z4 with a 303184 LEDD card will allow reception of 
inverted (EIA) clear to send signals. 

20—60 mA Neutral Current Loop Operation 

SIGNAL - Receive Data and Transmit Data 
20-60 mA Neutral 

CLOCK - External Clock not available 

CONTROLS - Not avaUable 

Options to the above: 

a. Replacing the LEDD card in slot Z6 to the 303182 LEDD card will allow connection of the 
receive line to a 20—60 mA neutral current loop operation. 

b. Replacing the keyer card in slot Z7 with a 303183 keyer card will allow the transmit line to be 
connected to a 20-60 mA neutral current loop operation. 
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A. GENERAL (Contd) 
1. INTERFACE REQUIREMENTS (Contd) 

c. External clock is not available in 20— 60 m A neutral ciirrent loop operation. The terminal must 
run asynchronously, under control of the clock on the CIU (410411) circuit card in the controller. 

d. No control leads (DTR, RTS, CTS) are available in 20—60 mA neutral current loop operation. 

All further discussion in this specification will assume a MIL 188C interface assembly, v^rhere none of the 
aforementioned variable card rearrangements have been made. 

The interface assembly provides a compartment for the distribution of ac power. A terminal block is 
provided for connecting customer power leads, as follows: 

Live Side -TB200-1 
Ground Side - TB200-2 
Protective Ground —TB200— 3 

Two 15 amp circuit breakers serve to protect the line and ground sides and also serve as a main power 
switch for the terminal. The input power requirements are: 

115 VAC +10 percent 
50/60 Hz. +15 percent 
3.65 amps 

330 watts true power 

1130 BTU/hr air conditioning requirements 

Surge current: 72 amps peak, first half of first cycle decaying to 15 amps peak in second half of 
third cycle. 

The interface and terminal have been designed with the ability to receive error free messages even if the 
received signals are distorted. The maximum allowable distortion before an error will occur may vary 
slightly from terminal to terminal; however, the receive data distortion values below are those beyond 
which terminal failures can be expected. 

ASYNCHRONOUS ISOCHRONOUS 

MIL (188C) 35 percent Spacing 25 percent Spacing 

40 percent Marking 40 percent Marking 

EI A (RS-232) 35 percent Spacing 40 percent Spacing 
40 percent Marking 40 percent Marking 

During the transmission of information, one can expect small amounts of distortion to appear at the 
output interface. Although transmission distortion may vary from terminal to terminal, one can expect 
typical values will not exceed the following values: 

ASYNCHRONOUS ISCHRONOUS 

MIL (188C) 3 percent Spacing 6 percent Spacing 

1 percent Marking 1 percent Marking 

EIA (RS-232) 5 percent Spacing 10 percent Spacing 

1 percent Marking 1 percent Marking 

The foregoing distortion values are based on the worst case data rates throughout the range of speeds for 
the terminal. 
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The Tempest Model M40/8A provides a number of options available at the time of installation. These 
options are implemented by positioning option switches on the 410411 or 410403 circuit cards in the 
controller of the station. 

2. OPTIONS 

The following is a list of the options available: 
Option Al 

Power-Up and Option 1 Asynchronous Speed — Enable this option and the terminal will power-up and 
operate at the low speed asynchronous baud rate selected and also when Option 1 is selected from the 
keyboard. Disable this option and the terminal will power-up and operate at the high speed asynchronous 
baud rate selected and also when Option 1 is selected from the keyboard. 
Related Option: H— Transmission Mode. 

Option A2 

Option 2 Asynchronous Speed — Enable this option and the terminal will operate at the low speed 
asynchronous baud rate selected when Option 2 is selected from the keyboard. Disable this option and 
the terminal will operate at the high speed asynchronous baud rate selected when Option 2 is selected 
from the keyboard. 

Related Option: H— Transmission Mode. 
Options Bl and B2 

Line Code for Power-Up and Option 1 — This option allows the selection of line code for power-up and 
Option 1. Line codes available are ITA5 (ASCII), 6-Level code, and ITA2 AV (baudot). 
Related Option: D— Print All-Baudot, V and FF— Extended ASCII. 

Options B3 and B4 



Line Code for Option 2 — This option allows the selection of line code for Option 2. Line codes available 

are ITA5 (ASCII), 6-Level code and ITA2 AV (baudot). 

Related Option: D— Print All-Baudot, V and FF— Extended ASCII. 

Option CI 

Stop Bits for Power-Up and Option 1 — Enable this option and the line code selected for power-up and 
Option 1 will operate with 1 stop bit. Disable and the line code selected for power-up and Option 1 
will operate with 2 stop bits (1.5 stop bits for baudot). 

Option C2 

Stop Bits for Option 2 ~ Enable this option and the line code selected for Option 2 will operate with 
1 stop bit. Disable this option and the line code selected for Option 2 will operate with 2 stop bits 
(1.5 stop bits for baudot). 

Option Dl 

"Print All" for Baudot on Power-Up and Option 1 — Enable this option for the "Print All" feature to be 
active when the line code selected for power-up and Option 1 is baudot. Disable this option and the 
standard baudot character set will be printed when the line code selected for power-up and Option 1 
is baudot. 

Related Option: B— Line Code. 
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A. GENERAL (Contd) 

2. OPTIONS (Contd) 
Option D2 

"Print All" for Baudot for Option 2 — Enable the option for the "Print All" feature to be active when the 
line code selected for Option 2 is baudot. Disable this option and the standard baudot character set will 
be printed when the line code selected for Option 2 is baudot. 
Related Option: B— Line Code. 

Option E 

Preempt Local Mode on Receipt of Data — Enable this option and the terminal will switch from local to 
receive when receive data is detected (DTR held on). Disable this option and the terminal will ignore 
receive data when in the local mode (DTR will be turned off in the local mode). 

Option F 

Substitute Asterisk (*) for Parity Errored Character — Enable this option and the asterisk (*) character 
will be substituted for a received character with errored parity. Disable this option and a character 
received with errored parity will be printed as received. ASCII Line Code only. 

Options Gl and G2 

Line Parity for ASCII Line Code — This option allows the selection of line parity for the ASCII line code. 
Parities available are: 

Odd Parity 
Even Parity 

No Parity-8th Bit Spacing 
No Parity-8th Bit Marking 

Option H 

Transmission Mode — Enable this option and the terminal will operate in the asynchronous mode where 
the bit timing is internally supplied. Disable this option and the terminal will operate in the isochronous 
mode where the bit timing is externally supplied. 
Related Option: A— H^h/Low Speed, ZZ— Asynchronous Baud Rate. 

Option J 

Transmit Answer Back Character on Receipt of ENQ — Enable this option and the terminal will transmit 
the answer back character when the terminal is not sending, printer is ready to receive and an ENQ 
character is received (ASCII only). Disable this option and the terminal wiU send no character on a 
received ENQ character. 

Related Option: B— Line Code, X— Delay Answer-back, BB-^Poll/Select. 
Option K 

Terminal Configiureition — This option must match the terminal configuration. Select between ROP ter- 
minal or KP terminal. For KP3 Configurations Select KP Option. 

Option L 

Line Feed Printer on Receipt of Carriage Return — Enable this option and the terminal will cause a new 
line function to be sent to the printer when a carriage return character is received. Disable this option and 
the terminal will send a carriage return character to the printer when a carriage return character is received 
from the line. 

Related Option: W— Ignore CR and LF after CR. 
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Option M 

Fifteen Second Time Out for Send Mode — Enable this option and transmission from the keyboard must 
start within fifteen seconds of selecting the send mode or the terminal will switch back to the receive 
mode. Disable this option and the terminal will stay in the send mode until manually deselected. 

Option N 

Data Compression on Receive Buffer 90 percent Full — Enable this option and data compression will 
occur when the receive buffer is 90 percent full (CR, LF and FF are replaced with underscore and DTR 
will remain on). Disable this option and DTR will turn off when the receive buffer is 90 percent full. 
Related Option: P— Short Buffer, U— Buffer Size. 

Note: The data compression will last until the receive buffer has emptied to 10 percent full. 
Option P 

Short Buffer for DTR — Enable this option and the DTR lead will be turned off when there are 26 
characters in the receive buffer. Disable this option and the state of the DTR lead will be determined 
by Option N. 

Option Q 

Printer Paging — Enable this option and a FF will be sent to the printer after 54 lines of data (27 lines 
when printer is double spacing). Disable this option and no FF will be automatically sent to the printer 
after 54 lines of data. 
Related Option: R— Printer Line Spacing. 

Note: On friction feed printers a blank line is inserted after 54 or 27 lines of data. 
Option R 

Printer Line Spacing Selected — This option should be selected the same as the printer single or double 
line feed switch is selected. 
Related Option: Q— Printer Paging. 

Option S 

Printer Form-Out on Receipt of ETX — This option should match the printer option to form out on 
receipt of ETX. 

Related Option: Q— Printer Paging. 
Option T 

Printer Form-Out on Motor Turn Off — Enable this option and the message will be formed out so that 
it can be torn off. Disable this option and the last p£^e of the message will remain in the printer cabinet. 

Options Ul and U2 

Receive Buffer Memory Allocation — This option allows the selection of the size of the receive buffer. 
The selectable buffer sizes are IK, 5K or 9K. 

Note: The 410464 RAM circuit card in slot 8 of the controUer will provide IK or 5K buffers for the 
three separate lines. An additional 410464 circuit card is required for 9K buffers on three lines. Receive 
buffer allocations will be checked on controller initialization and if insufficient memory is available an 
error message will be printed on the affected printer. 



493, 2-8 



A. GENERAL (Contd) 

2. OPTIONS (Contd) 
Option V 

Monitor Receive Data for Extended ASCII — Enable this option and all 8 bits of received characters will 
be sent to the printer. Disable this option and the normal ASCII characters will be sent to the printer. 
Related Option: B— Line Code, G— Line Parity. 

Note: To implement this option the printer must be equipped with a special type carrier, the line code 
must be ASCII and the parity must be set for none. The printer must be optioned to receive extended 
ASCII. With this option enabled, the sender must send characters with the 8th bit spacing for normal 
ASCII characters and the 8th bit marking for extended ASCII characters. 

Option W 

Ignore CR and LF After Receipt of CR (Single New Line Function on Receipt of CR) — Enable this 
option and the CR and LF characters immediately following a received CR will be ignored. This option 
is used in conjunction with option L to provide a single new line function on receipt of the sequence 
CR, CR, LF. Disable this option and all line ending characters will be sent to the printer. 
Related Option: L— New Line on CR. 

Option X 

Delay Answer-Back 10 Milliseconds — Enable this option and the sending of the answer-back character 
will be delayed by 10 milliseconds. Disable this option and the answer-back character will be sent imme- 
diately on receipt of ENQ. 

Related Option: J— Transmit Answer- Back., Y— Answer-Back Character. 
Option Y 

Answer-Back or First Character of Station Identification — This option allows the selection of the answer- 
back character if option J is selected or the first character of the station identity code if selective calling 
Option BB is selected. Choose any ASCII character that is not a communication character. 
Related Option: J— Transmit Answer-Back, BB— Communication Format. 

Option Z 

Second Character of the Station Identification — This option allows the selection of the second station 
identification character when the selective calling Option BB is selected. 

Option AA 

Communication Line Status — This option allows the implementation of the line interface for the printer 
I/O being optioned. Enable this option and the line interface associated with this I/O will be implemen- 
ted . Disable this option and the line interface associated with this I/O will not be implemented. Refer 
to discussion on spare printer. KP3 Terminals Only . 
Related Option: CC— Spare Printer Line Status. 

Option BB 

Communication Format — Enable this option and the I/O interface being optioned will operate in the 
poll/select mode. Disable this option and the I/O interface being optioned will operate in the manual 
mode. 

Related Option: Y and Z— Station Identification Characters. 

Note: When this option is selected, the sense DTR output is changed to reflect the RTS output require- 
ment of the terminal. That is to say that terminal 7 of the interface assembly will be Request To Send 
instead of Data Terminal Ready. 
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Option CC 

Spare Printer On-Line Status — Enable this option and the printer associated with this I/O interface will 
be dedicated to line traffic. Disable this option and the printer associated with this I/O interface will 
be available as a spare printer. When the printer is selected as a spare, Option AA must be disabled. KP3 
Terminals Only . 

Related Option: AA— Communication Line Status. 
Option DD 

Monitor Data for Urgent Traffic Sequence (s) — Enable this option and the receive data will be monitored 
for the urgent traffic sequence XCRITIC and optionally two more four character programable sequences. 
Disable this option and the receive data will not be monitored for urgent traffic sequences. 

Option EE 

Print Out Line Options — Enable this option and the line option of the I/O interface will be printed out in 
the local mode upon entering ENQ from the keyboard. Disable this option and the I/O interface options 
will not be printed out. 

Option FF 

Monitor Receive Data for SI and SO characters (Extended ASCII) — Enable this option and the receive 
data will be monitored for SI and SO characters and the SO and SI characters will be sent to the printer 
(ASCII line code only). When the controller detects a SI character, it will pass all subsequent ASCII 
characters to the printer with the 8th bit spacing for the standard ASCII character set. When the con- 
troller detects an SO character, it will pass all subsequent ASCII characters to the printer with the 8th 
bit marking for the extended ASCII character set. This option supports the use of line parity of even, 
odd or no parity. Disable this option and the receive data will not be monitored for SO and SI characters. 

Note: To implement this option the printer must be equipped with a special type carrier and be 
optioned to respond to the SO and SI characters. 

Asynchronous Baud Rates — This option allows the selection of the high and low speed asynchronous 
baud rates. The following baud rates are available: 

I. Low Speed Baud Rates II. High Speed Baud Rates 



50 


50 


75 


75 


100 


100 


110 


110 


150 


150 


300 


300 


450 


450 


600 


600 




900 




1200 




1800 




2400 




3600 
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A. GENERAL (Contd) 
3. GENERAL DESCRIPTION OF DATA TRANSFER 

Data transfer between devices is controlled by the C400 controller through the keyboard control switches. 
All devices are dedicated to either the sending or receiving of messages. 

Internally the system may be considered to consist of 2 I/O buses; line bus and local bus, I/O devices are 
assigned to one of these buses by control key depression or by default. 

Only one device can be assigned as a sender on any bus at any one time, but multiple receivers can be 
assigned. 

Locally the send rate is controlled by the speed of the slowest receiver. A sender may only be assigned 
after a receiver. 

Multiple I/O operations can run at the same time as long as there are no conflicts in either initiating the 
operations or in the transfer of data. 



B. LOCAL OPERATION 

When the LOCAL keytop is depressed, the LOCAL lamp will light and the printer motor will start and 
remain on as long as the set is in local. If data is not entered through the keyboard for 15 seconds, the 
printer motor will go off and the set will switch to the receive mode. 

In the local mode, the printer will copy all ASCII characters entered through the opcon, (limited by the 
type carrier available). 

The opcon includes a full ASCII keyboard with a top row of keyswitches providing operator control of 
the terminal. The operator has a choice between two preset communication line formats (Option I/II), 
and three operating modes: Receive, send/receive, and local. The opcon displays the current status of 
the Data Terminal Ready (DTR) output, the Clear to Send (CTS) input, and flags any parity errors 
detected in the received data. 

The KP3 has a full ASCII keyboard with a top row of lighted keyswitches that provide operator super- 
vision of all terminal functions and is shared by all I/O sets in the terminal. The operation of the key- 
board can be summarized as follows: 

a. Control I Cluster - SEND, REC, LOCAL, OPT II, CLEAR TO SEND, KBD OVRN. 

— Reflect the status and operate on the I/O set selected in the 
line cluster. 

b. Line Cluster - LINE 1, LINE 2, LINE 3. 

— Determine the I/O set that the keyboard is to interface. 

c. Control II Cluster - TERM READY 1 through 3, PARITY ERROR 1 through 3. 

— Constantly reflect the status of their respective lines, but 
operate only on the I/O set selected in the line cluster. 

Since the keyboard is common to all implemented I/O sets, the operator must first select the set that the 
keyboard is to interface by pressing the appropriate line cluster keytop. The terminal will respond by 
lighting the selected "LINE" lamp and updating the Control I Cluster lamps to reflect the operating 
status of the selected I/O set. The operator may then affect any operational change on that I/O set by 
pressing the appropriate Control I/II Cluster key. 
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The keyboard may be taken "off-line" by pressing the lighted line cluster keyswitch. The terminal will 
respond by extinguishing all lamps in the Control I and Line Clusters and ignoring any Control I/II 
Cluster input until another "LINE" is selected through the Line Cluster. 

For each implemented I/O set, the operator has a choice between two preset commimication line formats 
(Option I/II), and three operating modes: local, receive, and send/receive. 

If the terminal is optioned for options display, the print-out of the selected options in the controller's 
programmable circuit card may be requested in the local mode by pressing the "ENQ" (Control E) key. 
A sample printout is shown. 

Note: If local mode is preempted while the options are being listed, the printout may be garbled. In- 
coming data will not be affected. 

An option is available to preempt local on receipt of serial line data. If this option is selected, the ter- 
minal's DTR output will remain enabled in the local mode and the set will switch from local to the 
receive mode when data is present on the receive line. If local preempt is not selected, the terminal's DTR 
output will be dropped in the local mode and all received data will be ignored. 

OPTION PRINTOUT 

KP OPTIONS ACTIVE ON LINE (1) : 
HIGH SPEED ASYNCH COMMUNICATION 
EVEN PARITY ASCII CODE/2 STOP BIT (S) 
RECEIVE BUFFER ALLOCATED: 5K CHARS 
DROP DTR WHEN RECEIVE BUFFER 9/10 FULL 
POL/SEL OPERATION: LINE ID CHARS (AA) 
PREEMPT LOCAL ON RECV DATA 
15 SEC TIME-OUT ON SEND MODE 

URGENT TRAFFIC SEQUENCE (S) MONITORED: (XCRITIC) 
' NL ' TO PRINTER ON ' CR ' 
PRINTER PAGING (54 LINES) 
/pF' TO PRINTER ON MOTOR OFF 



C. ON-LINE OPERATION 

1. RECEIVE OPERATION 

There are four ways to go into the receive mode: power-up, operator selected on the opcon, and preempt 
or timeout from local operation. 

When the terminal is in receive mode, the printer motor is controlled by the presence of traffic. When 
serial data is received, the motor will start and the printer will copy the buffered receive data until the 
receive buffer is emptied. The printer motor will run for an additional 15 seconds and then shut off. 

The terminal buffers aU received data for the printer. This feature allows the set to monitor incoming data 
at rates higher than the printer throughput for limited periods of time. However, average data transfer 
rates to the terminal cannot exceed the printer's data throughput, regardless of the receive buffer size. 
The terminal must either control the sender's data transfer rate (by dropping the "DTR" output), increase 
the printer's throughput, or loose incoming data. 

Three receive buffer memory allocation options allow the size of the terminal's receive buffer to be 
increased from the minimum of 1000 characters to a maximum of 9000 characters in 4000 character 
increments. 

The terminal can be conditioned to drop the Data Terminal Ready (DTR) output lead when the receive 
buffer approaches saturation (9/10 full), then enable it when the receive buffer has been emptied (1/10 
full). When the receiver's DTR lead is connected to the sender's Clear to Send (CTS) input, data transfers 
can be efficiently sjnichronized. 
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C. ON-LINE OPERATION (Contd) 
1. RECEIVE OPERATION (Contd) 

A short buffer option, available in free-running (non pol/sel) mode, drops the terminal's Data Terminal 
Ready (DTR) output lead when the receive buffer contains 26 characters and enables it only when the 
buffer contahis less than 3 characters. Only the apparent size of the receive buffer is affected, received 
characters are still buffered to the full extent of the receive buffer allocated. 

When resident in an environment which does not recognize a drop in the receiver's DTR output lead to 
control the sender's transmission rate, the terminal can be optioned to compress received data printout 
when the receive buffer approaches saturation (9/10 full). This data compression is achieved by replac- 
ing all received "CR" and "LF" codes with "Underscores", which help distinguish "lines" in the result- 
ing string of data; the automatic newline function being performed after the printer's 80th or 132nd 
character position. This feature optimizes printer throughput by limiting the occurrence of the time- 
consuming newline function and will remain in effect until the receive buffer is emptied to 1/10 capacity. 

The urgent traffic sequence monitor will optionally scan the receive line for up to three urgent sequences; 
one sequence being the character string "XCRITIC" and the other two being programmable up to four 
characters each. Upon receipt of an ui^ent traffic sequence, the opcon lamps will flash and the opcon 
bell will sound until the terminal is reset by pressing the flashing "Terminal Ready" key in the opcon. 

Note: When operating in baudot, the urgent traffic sequence monitor wiU NOT detect the "FIGURES" 
counterpart of a "LETTERS" character or vice versa. 

The terminals can be optioned to respond to the receipt of a correct parity Enquiry (ENQ) character by 
transmitting a single programmable character to the customer transmit line. The response can be immedi- 
ate or can be optionally delayed by 10 ms. The answer-back will be suppressed if the terminal is not ready 
to receive data (DTR), is unable to transmit data (CTS), or the printer is not ready to copy. The answer- 
back option is available only when the terminal is set up for an ASCII, free-running (non pol/sel) line. 

The terminals can be optioned to print out all options selected in the controller's programmable circuit 
card (s). Once selected, this option may be activated whenever the terminal is not copying receive data. 

When the KP3 is not monitoring its maximum complement of three transmission lines, any printer not 
dedicated to a line (I/O set) may be des^nated as a spare. The KP3 will automatically switch incoming 
traffic to an available spare if the printer copying the receive line runs out of paper or loses ac power or 
SSI signal, without loss of data. 

Terminal Operation with a Spare Printer. 

Any one of the terminal printers may be optioned as a spare. This is achieved by disabling the commu- 
nication line associated with the printer in question and making the printer available as a spare. The 
Line Cluster keytop associated with this spare printer should be replaced with one of the "SPARE" key- 
tops included with the keyboard and the "TERM READY" and "PARITY ERROR" keytops associated 
with the spare "line" should be replaced by blocking keytops. 

The operator may verify the operation of the spare printer by pressing the "SPARE" keyswitch on the 
keyboard. The terminal will respond by turning the selected spare printer on and placing its associated 
"line" in local, with the printer copying all ASCII characters entered through the keyboard (limited by 
the type carrier available). If data is not entered for 15 seconds, the printer will go off and remain off 
until the next character is entered. 

Operation of the terminal's implemented I/O sets is not affected by the existence of a spare printer. 
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The response of the I/O set's Data Terminal Ready (DTR) output leads and their associated Terminal 
Ready lamps will be as follows: 

a. If the printer dedicated to an idle I/O set should become disabled, the set's "TERMINAL READY" 
lamp will flash to warn the operator of a line printer failure, but the DTR lead will remain enabled 
since the spare printer will be available to copy any incoming data. Should the I/O set receive data 
before its disabled printer can be repaired, the terminal will respond as follows: 

(1) The spare printer will be assigned automatically to the I/O set and begin copying the received 
text. 

(2) The flashing "TERMINAL READY" lamp will be turned on and will now be affected by the 
status of the spare printer. 

(3) The keyboard will be assigned to the affected I/O set and the "SPARE" lamp will flash to 
alert the operator that the spare printer is copying line traffic. 

b. If the printer dedicated to an I/O set becomes disabled while copying received data, the terminal 
will respond as follows: 

(1) The spare printer will be assigned automatically to the affected I/O set and will begin copying 
the received text, repeating the last three lines copied by the disabled printer. 

(2) The keyboard will be assigned to the affected I/O set and the "SPARE" lamp will flash to 
alert the operator that the spare printer is copying line traffic. 

(3) The affected set's "TERMINAL READY" lamp will reflect the operating status of the spare 
printer. 

Once a spare printer has been assigned to an I/O set, it will remain dedicated to that set until the disabled 
printer is repaired and the terminal restored to its ordinal configuration by the operator. 

At the time that the spare printer is ass^ned to an I/O set, the set's disabled printer is assigned to the spare 
"line". The operator may thus verify the operation of the disabled printer by pressing the "SPARE" key- 
switch and exercising it in the local mode. 

After the disabled printer is put back in service, the operator may restore it to the I/O set as follows: 

a. Wait until the spare printer is no longer copying receive data for the I/O set. 

b. Assign the keyboard to the affected I/O set by pressing its associated Line Cluster key top. The 
I/O set's "LINE" lamp should light and the "SPARE" lamp should flash. 

c. Place the affected I/O set in local mode by pressing "LOCAL" keyswitch. The "REC" lamp 
should turn off and the "LOCAL" lamp should light. 

d. Enter a "null" (Control Z) through the keyboard. The terminal should respond as follows: 

(1) The terminal should soimd one bell tone. 

(2) The flashing "SPARE" lamp should go off. 

(3) The restored printer should execute two line feeds. 

e. With the I/O set still in local, any other character entered through the keyboard should be copied 
by the ori^al printer. 
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C. ON-LINE OPERATION (Contd) 
2. RECEIVE ONLY PRINTER (ROP) OPERATION 
Operator Console 

The ROP has an abreviated operator console (opcon) allowing the operator control of the local test and 
a choice between two pre-set communication line formats (Option I/II). The opcon displays the status 
of the Data Terminal Ready (DTR) output lead and flags any parity errors detected. 

Test Mode 

A keyswitch is provided on the operator console to put the terminal in a self test mode. In this mode, 
the controller will drop Data Terminal Ready (DTR), turn the printer on, set the terminal's Customer 
Interface Unit (CIU) to loopback mode, and load a test pattern in the CIU transmit buffer. 

In the loopback mode, the CIU will ignore serial data from the customer line and connect the terminal's 
receive and taismit lines. Data loaded in the transmit buffer will be sent to the CIU receive buffer at 
the terminal's preset asynchronous speed. If the terminal is operating isochronously, the external clock 
will be ignored and the test will be performed using the internal clock. 

The test pattern received will be processed by the controller and copied by the printer. The resulting 
printout is dependent on the terminal's line code option selected: 

8-Level Code — U*U*U*U*U*U*U*U*U*U* 

6-Level Code - J5J5J5J5J5J5J5J5J5J5 

5-Level Code - RYRYRYRYRYRYRYRYRYRY 

To take the RO Terminal out of the test mode, push the TEST keytop again. If optioned to display 
options, the terminal will then print the options^ selected in the controller's programmable circuit cards (s). 
The terminal will then switch to the receive mode. 

Caution: The 'TERMINAL READY*' lamp must be on prior to operation of the OPTION II keyswitch 
after switching from the test to receive mode. The lamp will require approximately one second to l^ht. 

Receive Mode 

When the RO Terminal is not in the test mode, it is in the receive mode. It also powers up in receive 
mode. In this mode, the Terminal Ready lamp reflects the status of the Data Terminal Ready (DTR) 
output lead, the "PARITY ERROR" lamp flags any parity errors detected in the receive line, and the 
Option II lamp reflects the current choice of communication line formats. 

Line format variables that can be altered by the Option I/II selection include: line code, stop bits, and 
asynchronous line speed. 

Items that can affect the terminal's DTR status are printer cover open, printer paper out, printer power 
off, and receive buffer fuU. The operator can also affect DTR by pressing the "TERMINAL READY" 
kejrtop in the opcon. 

The printer motor is controlled by the presence of traffic. When serial data is received, the printer motor 
will start and the printer will copy the buffered received data. When the serial data input ceases, the 
printer may continue copying data until tiie receive bxiffer is emptied. The printer motor will continue to 
run for another 15 seconds and then will shut off. A printer option is included for automatic paper feed 
out on motor turn off . 
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3. SEND/RECEIVE OPERATION 

The operator may put the terminal in the send receive mode by pressing the "SEND" keytop on the 
opcon. This action will light the "SEND" and "RECEIVE" lamps and put the ASCII keyboard on line, 
while the printer remains available to copy the buffered receive data. 

Any character key pressed from the typewriter field of the keyboard will generate an appropriately coded 
output. If a cursor control key or an insert/delete key is pressed, no output will result. 

Note: The CURSOR LEFT «~) control key generates an ASCII back space character. 

The message entered through the keyboard will be transmitted at the asynchronous line speed selected 
for the receive data, unless the terminal is programmed for isochronous transmission. If so, the transmit 
data clock is independent from the receive data clock and can be any speed between and 9600 baud. 

The Clear to Send lamp reflects the current status of the terminal's Clear to Send (CTS) input. When the 
input lead is in the "GO" condition, the lamp will be off. The light goes on to indicate a "STOP" con- 
dition on the customer input interface. The terminal will transmit only when CTS is "GO" (Lamp OFF). 

All messages entered through the keyboard are stored in a 16 character send buffer. This allows the 
operator to type short bursts of data at speeds exceeding the transmission rate of the terminal without 
loss of data. The buffer also accommodates character stepped transmissions where the CTS input lead is 
enabled for short periods of time. 

Under most circumstances, the transmission rate of the terminal exceeds the input rate on the keyboard 
and the buffering of send data is transparent to the operator. For slow transmission rates (less than 60 
baud), the terminal provides audio visual aids that effectively regulate operator input without any loss 
of data. 

The keyboard operator is informed that he is exceeding the transmission rate of the terminal by a flash- 
ing "KEYBOARD OVERRUN" lamp. This lamp will flash as long as any send data is being buffered. 
If the operator continues to exceed the transmission rate of the terminal, his input will be buffered pass- 
ively for ten characters. The buffering of each of the next six characters entered will be accompanied 
by a bell tone, warning the operator to decrease his input rate or risk a buffer overrun. Overruning the 
send buffer will result in loss of the last character entered and will be indicated by turning on the "KEY- 
BOARD OVERRUN" lamp. After an overrun, the indicator lamp wiU be extinguished only by depress- 
ing its associated key switch or by leaving the send mode. 

The terminal can be optioned to abort the send function after 15 seconds of no activity and switch to 
receive mode, or to remain in the send receive mode until another operating mode is requested by the 
operator. In either case, leaving the send mode will stop transmission of data, clear the send buffer, 
and extinguish the "KEYBOARD OVERRUN" lamp (should it be Ughted). 

4. PRINTER OPERATION (Common to ROP, and KP3 Sets.) 

Characters are spaced at ten characters per inch horizontally. Lines are spaced at six lines per inch 
vertically. 

The maximum line length is 80 characters in the 80-column printer and 132 characters in the 132-column 
printer. A field option will allow the right margin to be moved up to 7 character positions to the left 
on the 80-column printer and 11 character positions on the 132-column printer. 

The full ASCII (up/low) printer is capable of printing at a rate of 3.7 lines per second, for a maximum 
throughput of 296 characters per second when printing full (80 character) lines. The monocase version 
can print at a rate of 5.2 lines per second, for a maximum throughput of 416 characters per second 
on 80 character lines. Printers with custom type carriers for expanded character sets are capable of 
printing at a rate of 1.9 lines per second, for a maximum throughput of 152 characters per second. 
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C. ON-LINE OPERATION (Contd ) 

4. PRINTER OPERATION (Common to ROP, and KP3 Sets.) (Contd) 

The ASCII control characters listed below are recognized by the printer, with the described results. All 
other control characters received by the printer are discarded. 

LF The LINE FEED character causes a newline (Carriage return and line feed) to be executed. 

VT The VERTICAL TAB character performs the same function as the LINE FEED. 

FF The FORM FEED character performs the same function as the LINE FEED. An option is 
included on the tractor feed printers to feed paper to the end of form on receipt of this 
character. 

CR The printer has the capability of performing a CARRIAGE RETURN without line feed, to 
facilitate the over printing of data. 

ETX A printer option enables a paper feedout of approximately 16 line feeds upon receipt of this 
END OF TEXT character. 

BEL Sounds an audible alarm in the terminal. Printer is not siffected. 

Escape sequences will have no effect on the printer. 

A subscriber operable switch conditions the printer to respond with one or two line feeds to a newline 
command. 

The end-of-test sequence LF, LF, N, N, N, N, will cause an ETX to be sent to the printer after receipt 
of the fourth N. This will cause a paper feedout of 16 lines in friction feed printers and a form out on 
the tractor feed printers when the printers are optioned to respond to an ETX character. 

The end-of-line sequence CR, CR, LF, will cause a single newline function to be performed if the follow- 
ing conixoller options are selected: to perform a newline function upon receipt of a CR, and to ignore CR 
and LF characters received after the first CR. 

Terminals with tractor feed printers may be optioned to feedout a full form past the last form used when 
the printer motor is turned off. This feature requires that the printer be optioned to form feed on ETX. 

The pagjng option, available on tractor feed printers only, automatically positions the 11 inch paper to 
the top of form when the printer motor is turned on, and then formats data into pages of 54 lines each. 
The printer can be optioned for single or double line feeds and to form out on receipt of ETX as long 
as the corresponding option switches in the controller reflect these printer options. 

5. SELECTIVE CALLING (POLL/SEL) OPERATION 

The ROP, and KP3 Terminals can be optioned to operate in a poll/sel environment, where message 
transfers are accomplished through a "host" line multiplexor. 

Control over sending and receiving functions is done through the use of control sequences received by 
the terminal from a message processor (Control Station). These control sequences consist of four 
ASCII characters and indicate to the terminal if a send data (poll), or receive data (select) function is 
to be performed. 

All poll and select sequences are to be preceded by the deselect character EOT and terminated by the 
character SOH. 

All poll and select sequences are to be prefaced by a unique programmable two character station 
identity (SID) sequence. 
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In a select sequence, the two character SID is followed by the two character control sequence "= (equals), 
ENQ", indicating that message is to be copied by the printer. 

Upon recognition of a printer select sequence with the proper SID, the terminal will respond within 
3.5 seconds with either an ACK (terminal ready to receive) or NAK (terminal not ready) character. 

Terminal responses are initiated by enabling the Request to Send (RTS) output lead. The terminal then 
waits for the Clear to Send (CTS) lead to come up before transmitting the response. 

Terminal will be "ready to receive" if the printer is selectable and ready for the next character, and the 
receive buffer is no more than 1/1 0th full. 

After a positive (ACK) response, the terminal enters the text mode; copying aU received data on the 
printer until receipt of the end-of-text character EOT. 

After a negative (NAK) response, the terminal resumes scanning the line for its SID. 

In a polling sequence, the two character SID is followed by the two character control sequence "DCl, 
ENQ", requesting any data that the terminal has to send. 

Since the keyboard cannot be polled effectively, the KP Sets may not send text when optioned for 
selective calling. Upon receipt of a polling sequence with the proper SID, both the ROP and KP terminals 
will respond with the deselect character EOT, indicating no traffic. 



C. ON-LINE OPERATION (Contd) 
ASCII TO BAUDOT CODE CONVERSION TRUTH TABLE 



ASCII -ITA5 BAUDOT - ITA2 A.V. 



INPUT 




OUTPUT 


NULL 


* 


BLANK 


SOH 




BLANK 


STX 


* 


BLANK 


ETX 


* 


BLANK 


EOT 


* 


BLANK 


ENQ 


* 


BLANK 


ACK 


* 


BLANK 


BEL 




BELL (FIGS.S) 


BS 


* 


BLANK 


HT 


* 


BLANK 


LF 


* 


LINE FEED 


VT 


* 


BLANK 


FF 


* 


BLANK 


CR 


* 


CARRIAGE RETURN 


S.O. 




FIGURES 


S.I. 




LETTERS 


DLE 


* 


BLANK 


DCl 


* 


BLANK 


DC2 


* 


BLANK 


DC3 


* 


BLANK 


DC4 




BLANK 


SYN 


* 


BLANK 


ETB 


* 


BLANK 


CAN 


* 


BLANK 


EM 


* 


BLANK 


SUB 


* 


BLANK 


ESC 


* 


BLANK 


FS 


* 


BLANK 


GS 


* 


BLANK 


RS 


* 


BLANK 


US 


* 


BLANK 


SP 


* 


SPACE 


J 




! (FIGS.F) 


>> 




" (FIGS.Z) 


ff 




* (FIGS.H) 


$ 




$ (FIGS.D) 


% 


* 


BLANK 


& 




& (FIGS.G) 


> 




' (FIGS.J) 


( 




( (FIGS.K) 


) 




) (FIGS.L) 


* 




BLANK 


+ 




BLANK 


» 




, (FIGS.N) 






-(FIGS.A) 
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ASCII TO BAUDOT CONVERSION TRUTH TABLE (Contd) 

ASCII - ITA5 BAUDOT - ITA2 A.V. 



INPUT OUTPUT 

A / (FIGS.X) 

(FIGS.P) 

1 1 (FIGS.Q) 

2 2 (FIGS.W) 

3 3 (FIGS.E) 

4 4 (FIGS.R) 

5 5 (FIGS.T) 

6 6 (FIGS.Y) 

7 7 (FIGS.U) 

8 8 (FIGS.I) 

9 9 (FIGS.O) 
: : (FIGS.G) 

; (FIGS.V) 

< * BLANK 
* BLANK 

> * BLANK 

? ? (FIGS.B) 

@ * BLANK 



A, a Z,z A ; 

[ * BLANK 

\ * BLANK 

] * BLANK 

^ * BLANK 

{ * BLANK 

I * BLANK 

} * BLANK 

* BLANK 

* BLANK 
(UNDERSCORE) LETTERS 

DEL LETTERS 



* — Denotes inhibit of LETTERS 
FIGS. - FIGURES 



— FIGURES shifting circuitry 
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NOTES: 
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PART 3 - OPERATIONAL CHECKOUT 



INDEX 



PAGE 



A. 



GENERAL . . 

1. PRELIMINARY CHECKS. 

2. TESTING C400 STATION 



3-1 
3-1 
3-1 



B. 



40C400 SELF-TEST PROCEDURES 



3-2 



C. 



OFF-LINE CHECKOUT PROCEDURES 

1. TERMINALS 

2. PRINTER (ROP, KP AND KP3) . . . 



3-3 
3-3 
3-7 



A. GENERAL 



An operational checkout should be performed upon installation or on trouble calls. 

If the indicated response is not obtained in any step of a checkout procedure, repeat the step to make 
sure that the procedure has been performed correctly. If the results are still unsatisfactory, perform the 
indicated trouble analysis. 

Always perform the checkout in the order given in the chart. 

The trouble analysis steps are based on satisfactory results of all previous steps. 

1. PRELIMINARY CHECKS 

Before turning on any equipment, check the following: 

a. Are all circuit cards and cable connectors fully seated? 

b. Are all fuses in place? 

c. Are all cabinet lids and pedestal doors closed? 

d. Do all printers have paper and ribbon properly installed? 

e. Is the station connected to a properly grounded ac service? 

f . Have the station options been installed and are they properly recorded? 

2. TESTING C400 STATION 

1. The first test to be performed is the self -test of the C400 logic cards. 

2. The next test to perform is the local test. 

3. Perform component operational check. 



493, 3-2 



B. 40C400 SELF-TEST PROCEDURES 



Refer to H. CONTROLLER OPTIONING in Installation 
Manual 492, for Controller Arrangement Forms. 



PATTERN LAMPS 
CONTINUE SWITCH 
RUN LAMP 



-12 
+12 
+5 



o 




©t- TEST 

SWITCH 



STEP 


PROCEDURE 


CORRECT 
RESPONSE 


ANALYSIS 


1 


Apply power to controller. 


All PSU voltage lamps lit. 
Run lamp lit . 


40PSU103 


2 


Depress and hold test switch. 


All pattern lamps light. 


410401, 
410400, 
40PSU103 


3 


Release test switch. 


Refer to Controller Arrange- 
ment Form. If continue 
pattern exists depress con- 
tinue switch. 

After 1-2 minutes, pattern 
lights blink sequentially. 
Pattern lamps should extin- 
guish (approximately 15 
seconds) . 


Refer to 
Controller 
Arrangement 
Form. 


4 


To return 40C400 to normal 
operating mode, push continue 
switch. 


Keyboard is unlocked. 
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C. OFF-LINE CHECKOUT PROCEDURES 



1. TERMINALS 



Keytop Layout 



The location of the various control and data keys referred to in the checkout procedures can be found 
in the following illustration. 



KP3 KEYBOARD LAYOUT 
SPARE LINE 3 



POWER TEST AND 
LOCAL LOOP-BACK 
TEST INDICATOR LAMP 



SEND 









1 , 1"') 






























REC 


LOCAL 


OPT 
H 


CLEAR 

TO 
SEND 


KBD 
OVRN 


LtNE 

1 


LINE 
2 


SPARE 
PTR 


TERM 
READY 

1 


TERKI 
READY 
2 




PARITY 
ERROR 
1 


PARITY 
2 













KP3 KEYBOARD LAYOUT 
SPARE LINE 2 

















SPARE 
PTR 








1 1 
TERM 
READY 
3 






PARITY 
ERROR 
3 










SEND 


REC 


LOCAL 


OPT 
H 


CLEAR 

TO 
SEND 


KBD 
OVRN 


LINE 

1 


LINE 
3 


TERM 
READY 

1 


PARITY 
1 





KP3 KEYBOARD LAYOUT 













1 L__J 1 
KBD 
OVRN 


i "l 








CZ3 
TERM 
READY 
2 


TERM 
READY 
3 




1 1 

PARITY 

2 


r » 

PARITY 
ERROR 
3 










SEND 


REC 


LOCAL 


OPT 
U 


CLEAR 

TO 
SEND 


LINE 
1 


LINE 
2 


LINE 
3 


TERM 
READY 

1 


PARITY 

1 





KP KEYBOARD LAYOUT 



SEND 


REC 


LOCAL 


OPT 
It 


CLEAR 

TO 
SEND 


KBD 
OVRN 








TERM 
RDY 
1 






PAR 
ERR 
1 















HOME 



CURSR 
RETRN 



SCROL 
UP 



SCROL 
DOWN 



SEGMT 
AOV 



J 








v. 




a 




( 


) 




3 


i 


2 


3 


4 


5 


6 


7 


8 


9 







+ 



CURSOR 
TAB 



CONTROL 



DCI 


ETB 


END 


002 


DC4 


EM 


SUB 


us 


SI 


ESC 


c 


Q 


w 


E 


R 


T 


Y 


u 


1 





P 









CAPS 




SOH 


DC3 


EOT 


OLE 


BEL 


6S 


RS 


VT 


FF 




1 


r 




LOCK 




A 


s 


D 


F 


G 


H 


J 


K 


L 


* 



(SPACE) 



CONTROL 



TAB 



NEW 

LINE 













NUL 


CAN 


ETX 


DEL 


STX 


so 


FS 


< 


> 


7 












SHIFT 


z 


X 


c 


V 


B 


N 


M 


» 




/ 


SHIFT 



( X 



RETURN 



■KEYBOARD- 



LINE 

INSRT 



LINE 
DLETE 



CHAR 
INSRT 



CHAR 
DLETE 



CURSOR MOVEMENT 
CONTROL KEYS 
(Have No Affect On 
These Terminals) 



□ 



EDIT KEYS 
(Have No Affect 
On These Terminals) 



LIGHTED 
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C. OFF-LINE CHECKOUT PROCEDURES (Contd) 

1. TERMINALS (Contd) 

' Preliminary Instructions 

Follow these preliminary instructions before testing of the opcon is started using a Tempest Model 40 Set. 
The operational checks are to be performed in the order presented. 

(1) With power off, connect opcon to be tested to the set. 

(2) Turn on power to the set or station. 

(3) Perform Steps 1 through 6 of checkout procedures. 

Note: The REC lamp lights immediately when power is turn ON. 



STEP 


PROCEDURE 


RESULTS 


TROUBLE 
ANALYSIS 


1 


Depress RETURN and ESC P 
simultaneously with addi- 
tional force, and then 
release. 


TST lamp lights 
(brightly) momentarily indi- 
cating power supply to opcon. 




2 

a. 
b. 


Depress RETURN and " 
simultaneously with 
additional force, and 
then release. 

Place opcon into the caps 
mode by depressing and 
latching CAPS LOCK. 

Depress the following keys 
while observing lamps for 
proper indication. 


TST lamp lights 
(brightly) and remains lit 
indicating loop-back test 
mode is activated. 

NOTE: Occasionally the 
operational lamps may flash 
on and then off, or alarm 
bell may soiuid when loop- 
back test mode is activated. 
If this occurs, clear the 
test by depressing RETURN 
and ESC P beyond their normal 
stop, and reenter test mode. 
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STEP 



PROCEDURE 



RESULTS 



TROUBLE 
ANALYSIS 



2b. 

(Contd) 



c . 





Lamp 


Depress Keys 




Function 


Condition 




\ 

A - 






' i ' 

\ 


/ 

- -^ON 


CONTROL 


and 


A (SOH) 




OFF 




C 








ON 


CONTROL 


and 
D 


C 


(ETX) 


LOCAL 


OFF 
ON 


CONTROL 


and 

G 


D 


(EOT) 


T r\r* A T 
LUUA.L 

Uri 11 


OFF 
ON 


CONTROL 


and 


G 


(BEL) 


OPT II 


OFF 




F 






ON 


CONTROL 


and 


ACK 


CLEAR TO SEND 


OFF 




E 






VTJTV rWTDJS 

J\J5l) UVivJN 


ON 


CONTROL 


and 


E 


(ENQ) 


VRTV nXTPW 
JSijJJ UVKIN 


OFF 




B 




T T\TT? 1 
Lj11N£i 1 


ON 


CONTROL 


and 


B 


(STX) 


LINE 1 


OFF 




J 




T TTOT? O f f\D CDAPIT UTDN 

LlJNci Z ^UK orPi.sslA xfLis.) 


ON 


NEW LINE 




lillNfi Z ^UK oJtAKCi r Lis.) 


OFF 











LllNJJi J V,OK orAKCi r Lsk) 


ON 


CONTROL 


and 
N 





(SI) 


T TIVTC O / f\0 O'DA'DT? 'DTDN 

TPPM PTTAT^V 1 
ICiixJM KHiAl'l 1 


OFF 
ON 


CONTROL 


and 
M 


N 


(SO) 




OFF 
ON 


RETURN 






Tt?PM P'PA'nV 


Ur r 




L 






i£ii\xi Jtuy\.jJi J 


ON 


CONTROL 


and 
K 


L 


(FF) 


TTTPM PFAnV 
liJiKTl IxXiiUJI J 

PAPTTV TTRPHP 1 


OFF 
ON 


CONTROL 


and 


K 


(VT) 


TDAPTTV TTPPnP 1 


Uri? 




I 




PARITY hRKUK Z 


ON 


TAB 






rAKlll JCiKKUK Z 


OFF 




H 






tJADTT'v ■n'ppr\p "3 


ON 


(Cursor 


Left) 


PARITY iliRKuR o 


OFF 


——^(Cursor 


Right) 




^FLASH^ 


CONTROL 


and 


C 


(ETX) 




OFF 


CURSR RETRN 


Uri 11 


^FLASH n:; 


CONTROL 


and 


G 


(BEL) 


OPT II 


OFF 


1 (Cursor Down) 


LINE 1 




CONTROL 


and 


B 


(STX) 


LINE 1 


OFF 


CLEAR 




LINE 2 (OR SPARE PTR) 


> FLASH < 


NEW LINE 




LINE 2 (OR SPARE PTR) 


OFF 


LINE DLETE 


TERM READY 2 


>FLASH< 


RETURN 




TERM READY 2 


OFF 


LINE INSRT 


TERM READY 3 


^ FLASH- 


CONTROL 


and 


L 


(FF) 


TERM READY 3 


OFF 


HOME 




PARITY ERROR 3 


^ FLASH C 


— — (Cursor Left) 


PARITY ERROR 3 


OFF 



Depress RETURN and ESC P 
simultaneously with addi- 
tional force, and then 
release. 



TST CLEAR lamp extinguishes 
and returns opcon to normal 
operating mode. 
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C. OFF-LINE CHECKOUT PROCEDURES (Contd) 



1. TERMINALS (Contd) 



STEP 



PROCEDURE 



RESULTS 



TROUBLE 
ANALYSIS 



Depress LOCAL. Then depress 
each key on the keyboard 
portion of opcon four or 
five times. 



On KPs check printer. 



Lower portion of depressed 
keys are printed. 



Not printed 
on KP units. 



HOME 


SCROL 
UP 


SEOMT 


-r 
1 


-*r 

2 


m 

3 


4 


% 

5 


6 


• 

7 


8 


( 

9 


! 






} 


I TAB 


~ S 
Y 

^ N 


LINE 
MSPT 


cumn 
urnm 


»CNOL 
DOWN 


CURSA 
TAB 




DCI 

Q 


ere 

w 


ENO 

E 


OCX 

R 


0C4 

T 


EM 

Y 


u 


us 

1 


SI 




ESC 
P 


c 


NEW 


A 

; I 


LINE 
DLETE 




♦ 




CAPS 

LOCK 




SOH 

A 


DCS 

s 


EOT 

D 


OLE 

F 


•EL 

6 


«s 
H 


PS 

J 


VT 

K 


PF 

L 


• 


II 


LINE 


] " 


CHAP 
INSPT 








WMFT 


z 


L 


CAN 

X 


ETX 

c 


DEL 

V 


B 


SO 

N 


PS 

M 


< 


> 


? 

/ 


SHIFT NETUPH 


CHAP 

OLETE 



On KP units printer 
spaces, no printing. 



Disengage CAPS LOCK by 
depressing it again momen- 
tarily. Again depress each 
key on keyboard portion of 
opcon four or five times. 



Alpha characters described in 
Step 3 are printed in lower 
case (ie, abcdef, etc) if 
printer is an AB arrangement. 
On AA printer arrangements 
lower case characters will 
be printed as upper case. 



Depress left SHIFT together 
with each nonalpha key (ie, 
etc) on keyboard por- 
tion of opcon. 



Upper portion of 
depressed keys 
are printed. 



! 


• 






•A 




' Si 










3 


1 


2 


3 


4 


5 


6 


7 


8 


9 







+ 



SHIFT 
















< 
» 


> 


7 

/ 


SHIFT 



Depress right SHIFT together 
with one of the keys 
depressed in Step 5. 



The character on upper 
portion of depressed key 
is printed. 
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2. PRINTER (ROP, KP AND KP3) 
Preliminary Instructions 

(1) Ribbon and paper should be loaded. 

(2) The switches (top right of printer, cabinet 
cover raised) should be placed in the 
following positons: 

LF-1 
Test — Off 

Forms (tractor feed only) — On 

(3) Close cabinet cover. 

(4) Perform Steps 1 through 8 of checkout procedure. 



LF Tt«t 

2 On 

t $ 

I Off 



Friction Feed 



Forms LF Ttf t 
On 2 On 

e 



e e 9 

Off I Off 



Tractor Feed 



STEP 


PROCEDURE 


RESULTS 


TROUBLE 
ANALYSIS 


1 


Momentarily depress PAPER 
button (red) on printer 
cabinet cover. 


Paper feeds out as long as 
button is depressed. 




2 


TRACTOR FEED PRINTER ONLY 

Depress and release FORM 
ADVANCE button (black) on 
printer cabinet cover. 


Paper feeds out until first 
line of next form is reached, 
then stops. 




3 


Unlatch and raise printer 
cabinet cover. 


TERM READY lamp extinguishes. 




4 


Raise cover interlock switch 
to maintenance position. 






5 


Set test switch to ON, allow 
printer to print several 
lines, then turn test switch 
OFF. 


Printer turns on and prints 
font identification symbol 
* or § repeatedly until 
switch is turned off. 




6 


FRICTION FEED PRINTER 

Lift paper roll to simulate 
a paper alarm. Lower paper 
roll, guide paper through 
window, and close cabinet 
cover. 

TRACTOR FEED PRINTER 

Tear off next form under 
pedestal top, then depress 
PAPER button on printer cab- 
inet cover until last form 
passes through printer. 
Reload forms, guide first 
form through window, and 
close cabinet cover. 


LOW PAPER lamp lights, 

LOW PAPER lamp extinguishes, 

PAPER lamp lights. 
iPAPER lamp extinguishes. 





493,3-8 

C. OFF-LINE CHECKOUT PROCEDURES (Contd) 
2. PRINTER (ROP. KP AND KP3) (Contd) 



STEP 


PROCEDURE 


RESULTS 


TROUBLE 
ANALYSIS 


7 


ROP SET ONLY 








Depress TEST key. 


TEST key locks in down 
position and lights. 

TERM READY lamp extinguishes. 

Printer starts printing U*U* 
pattern if ITA5 code was pro- 
grammed or RYRY pattern if 
ITA2 code was progransned . 

Printer will continue to 
print pattern until TEST 
key is depressed again* 




8 


Depress TEST key again. 


TEST key unlatches, lamp 
extinguishes. 

Printer stops printing and 
turns off. 

TERM READY lamp lights. 
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PART 4 - TROUBLESHOOTING PAGE 
INDEX 

A. GENERAL ^"1 

B. TERMINAL ANALYSIS 4-3 

C. COMPONENT ANALYSIS 4-5 

1. 40PSU103 POWER SUPPLY 4-5 

2. OPCON 4-9 

3. PRINTER 4-15 

^. PRINTER-80 COLUMN FRICTION FEED 4-21 

5. PRINTER-80 COLUMN TRACTOR FEED 4-42 

6. PRINTER- 132 COLUMN TRACTOR FEED 4-70 

7 . CONTROLLER (KP AND ROP) 4.88 

8. CONTROLLER (KP3 TERMINALS ONLY) 4-98 

9. INTERFACE « 4-105 



A. GENERAL 

To use the troubleshooting information, always start with Analysis Question 1 of 
B. TERMINAL ANALYSIS « and follow the indicated procedure to the directive which 
specifies proceeding to C, COMPONENT ANALYSIS . Then follow the specific compo- 
nent analysis indicated (ie, power supply, opcon, etc) starting with Analysis 
Question 1 to isolate and correct the trouble by replacing the indicated defec- 
tive component. 

If replacement of the part or subcomponent indicated in C. COMPONENT ANALYSIS 
does not correct the trouble, replace the next higher order of component (ie, 
fuse, power distribution assembly, or entire terminal). 

When installing a replacement component, make certain that all options (if 
present) in this component are implemented for proper set operation. 

Where more than one component is specified for replacement, they should be sub- 
stituted one at a time in the order specified. The original component should be 
replaced if the trouble is not corrected before making the next indicated 

substitution. 

Once the trouble has been corrected, the terminal should be checked out to be 
sure that it is performing properly. Refer to PART 3 -- OPERATIONAL CHECKOUT . 



The following caution procedures must be observed when troubleshooting a Model 
40 Station or Set. 
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A. GENERAL (Contd) 



^Y^COMPg ^EN^^ ^"^^ "^^^ POWER OR SIOTAL SOURCES BEFORE REMOVING OR REPLACING 

CAUTION 2 ; TO AVOID POSSIBLE INTERNAL DAMAGE TO CIRCUITRY, WEAR A 346392 STATIC 
DISCHARGE STRAP CONNECTED TO GROUND TO ALLOW STATIC DISCHARGE BEFORE HANDLING 
CIRCUIT CARDS FOR REMOVAL OR REPLACEMENT. AVOID TOUCHING CIRCUIT LANDS OR COM- 
PONENTS AS MUCH AS POSSIBLE. 



To locate components, circuit cards, connectors, test switches, indicator lamps 
and other elements indicated in the troubleshooting information, refer to 
PART 6 -- COMPONENT ACCESS . 

For wire color codes, cable, connector, and other wiring indicated for continuity 

checks etc, in troubleshooting, refer to wiring diagrams in applicable wiring 
diagram packages. 

The following test equipment is required for troubleshooting the components. 

Vol t- Ohm-Mi lliameter, Triplett Model 630 APL or equivalent 
Oscilloscope, Tektronic Wbdel 7904 e/w: 

2 7A16A Single Trace Amplifiers 

1 7B70 Time Base Unit 




Attach static ground 
strap tightly to 
wrist as shown. 




Attach clip end of 
static discharge strap 
to frame ground. 
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B. TERMINAL ANALYSIS 



ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


1 . Does REC lamp on opcon 

light when power is turned 
on? 


Go to 2. 


Go to 3. 


2. Do fans turn when power is 
turned on? 


Go to 3. 


Check ac to fan. 

Refer to wiring diagram. 

Refer to PART 6 -- COMPO- 
NENT ACCESS. 

Power cable connected. 

Power switch on. 

AC present at fan assembly 
connector. 


3. Are all three LED indica- 
tors in power supply on? 


Go to Page 4-9, 
2 . OPCON . 

Go to Page 4-88, 
7. CONTROLLER. 


Go to Page 4-5, 

1. 40PSU103 POWER SUPPLY. 


4. Depress LOCAL key. Does 
REC lamp extinguish and 
LOCAL lamp light? 


Go* to 5. 


Go to Page 4-9, 2. OPCON. 

Go to Page 4-88, 
7. CONTROLLER.' 


5. Do characters generated 
on opcon appear on 
printer? 

NOTE: Control characters 
and editing key function 
will have no effect on 
printer. 


Go to 7. 


Go to 6. 


6. Does type carrier symbol 
(Ia? or 1^1) print in every 
column when printer TS9 
test switch is on and 
printer cover is closed 
or TS5 interlock switch 

is in maintenance 
position? 


Go to Page 4-9, 
2. OPCON. 

Go to Page 4-88, 
7. CONTROLLER. 


Go to Page 4-15, 3. 
PRINTER. 
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B. TERMINAL ANALYSIS (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


7. Depress SEND key. Does 
LOCAL lamp extinguish and 
SEND and REG lamps light? 


Go to 8. 


Go to Page 4-9, 2. OPCON. 

Go to Page 4-88, 
7. CONTROLLER. 


8. Is CLEAR TO SEND lamp on? 


Go to 9. 


Go to 11. 


9. Is clear- to-send input 
on? (+6 V on terminal 
board TB102 of interface 
assembly. ) 


Go to Page 4-105, 
9. INTERFACE 


System must turn on CTS 
or remove card in card 
connector Z4 of 
interface. 

Go to 10. 


10 • Is half -duplex strap 

installed in interface? 
(Strap between TBIOI, 

terminals 2 and 3 in 
interface.) 


Go to 11. 


If system permits, tempo- 
rarily add strap. 

Go to 11. 


11. In send mode, do char- 
acters generated on opcon 
appear on printer? 


Place in service. 


Go to Page 4-88, 
7. CONTROLLER. 

Go to Page 4-105, 
9 . INTERFACE . 


12. Does TERM READY lamp 

light when power is 
turned on with paper in 

printer and printer cover 
closed? 


Go to 15. 


Go to 13. 


13. Do fans turn when power 
is turned on? 


Go to 14. 


Check ac to fan. 

Refer to wiring diagrams. 

Refer to PART 6 -- 
. COMPONENT ACCESS . 

Power cable connector. 

Power switch on. 

AC present at fan assembly 
connector. 


14. Are all three LED indica- 
tors in power supply on? 


Go to Page 4-9, 
2. OPCON. 

Go to Page 4-88, 
7. CONTROLLER. 


Go to Page 4-5, 1. 
40PSU103 POWER SUPPLY. 
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ANALYSIS QUESTION 


"YES RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


15. Depress TEST key. Does 
TERM READY lamp extin- 
guish, TEST key latch 
down and lamp light, 
and printer start print- 
ing U*U*, if ASCII or 
RYRY, if baudot? 


Go to 17. 


Go to 16. 


16. Does type carrier symbol 

(IaI or IbI) print in every 
polumn when printer TS9 

test switch is on and 
printer cover is closed 

or TS5 interlock switch 
is in maintenance posi- 
tion i 


Go to Page 4-88, 
7. CONTROLLER. 


Go to Page 4-15, 3. 
PRINTER. 


17. Depress TEST key again. 
Does TEST key release, 
TEST extinguish, and TERM 
READY lamp light? 


Go to 18. 


Go to Page 4-88, 
7. CONTROLLER. 


18. Does set receive on-line 
signals correctly? 


Place in service. 


Go to Page 4-88, 
7. CONTROLLER. 

Go to^ Page 4-105, 
9. INTERFACE. 



C. COMPONENT ANALYSIS 



1. 40PSU103 POWER SUPPLY 



ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


1. With set plugged in and 


Go to 2. 


Go to 5. 


power on, are all LED 






indicators on? 








^CIRCUIT BREAKER 




TERMINAL BLOCK 
-12 V INDICATOR 

+12 V INDICATOR 



+5V INDICATOR 
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C. COMPONENT ANALYSIS (Contd) 
1. 40PSU103 POWER SUPPLY (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


2. Are all voltages 
at output termini 
Check with 20,00( 
volt meter. 

NOT IN USE— 
+5 V DC +0.25 V DC - 
+5 V DC +0.25 V DC - 
+5 V DC +0.25 V DC- 
GROUND- 
GROUND- 

+12 V DC +0.4 V DC - 
-12 VDC +0.4 VDC^ 
+12 V DC +0.4 V DC- 
•12 VDC +0.4 VDC ^ 
+5 VDC +0.25 VDC ^ 
POWER ON RESET ^ 


correc 
al bloc 
) ohm \ 

-— ^ to 

9 

o of 


;t 

:k? 

)er 

BROW 

>= 

PURPL 

^ RED 
^ WHITE 
^ 6REE^ 

_ tELLO 


Turn power off and 
back on again. 

Go to 3. 

E 
i 

M 


Turn power off. Remove 
all cables from logic 
package to power supply. 
Retighten all power supply 
connector screws. Turn 
power on. 

Go to 14. 


3. Does RUN lamp light? 


Place power supply 
in service. 


Momentarily jump terminal 7 
(ground) of the output 
terminal strip to termi- 
nal 1 (POR) of the output 
terminal strip. 

Go to 4. 


4. Repeat Question 3. 


Replace power 
supply. 


Trouble is in logic module. 

Go to Page 4-88, 
7. CONTROLLER. 


5. Are all LED indicators 
off? 


Go to 6. 


Go to 11. 


6. Is circuit breaker in ON 
position? (Dovm white 
band not showing.) 


Go to 7. 


Depress circuit breaker. 
Go to 10. 
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ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


7. Is ac power connector at 
rear of power supply 
connected? 

NOTE: Power supply must 
be slightly raised to 
check for above. 


Go to 8. 


Connect ac connector. 
Go to 1. 


8. Is there 115 V ac at 

power supply connector? 


Go to 9. 


Check main power input 
Switches, cabinet wiring, 
and connectors, etc, per 
wiring diagrams. Correct 
problem. 

Go to 1. 


9. Are fans at rear of logic 
module operable? 


Turn power off. 
Remove cables from 
logic package to 
power supply termi- 
nal hlnplf 
Retighten all 
screws. Turn power 
on . 

Go to 13. 


Correct problem in fan 
assembly . 

Go to 1. 


10. Did circuit breaker pop 
back to OFF position? 


Replace power 
supply . 


Go to 1. 


11 Tc; 4-S V rfr T Fn inHirpfnr 

the only indicator off? 


J. U. 1 11 jJ^Wt: 1 LI JL i. • 

Wait approximately 
30 seconds. Turn 
power on. 

Go to 12. 


lurn power orr. Kemove 
cables from logic package 
to power supply. Retighten 
all screws. Turn power on. 

Go to 13. 


12. Did +5 V dc LED indicator 
go on? 


Go to 2 


xuiu puwe r (jir. Kemove 
cables from logic package 
to power supply. Retighten 
all screws. Turn power on. 

Go to 13. 


13. Are all three LED indica- 
tors on? 


Go to 14. 


Replace power supply. 
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C. COMPONENT ANALYSIS (Contd) 
1. 40PSU103 POWER SUPPLY (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 
1 


14. Are all voltages correct 
at the output terminal 
block? 

: 


Turn power off. 
Reconnect all 
leads. Pull one 
(any) logic card 
from controller. 
Xprn power on. 

Go to 15. 


Replace power supply. 


15. Repeat Question 14. 


Replace logic card ' Continue pulling logic cir- 
that was pulled. cuit cards until voltages 
Power supply OK. are correct at output termi- 
nal block. Card pulled 
prior to voltages being 
corrected at output termi- 
nal block should be 
1 replaced. 
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2. OPCON 



ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


1. Does opcon have a full 
keyboard? 


Go to 2. 


Go to 18. 


2. Does a single character 
appear on the printer 
when power is first 
turned on? 


Go to 3. 


Go to 13. 


3. Do any keys repeat when 
depressed normally (not 
fully depressed on repeat 
keys)? 


Check all keys 
for mechanical 
operation (see 
Question 7). 

Replace opcon. 


Go to 4. 


4. Do any repeat keys repeat 

when fully depressed (after 
a slight delay on some 
units) ? 

Repeat keys on KP Sets : 
SPACE, period (.) and 
underline ( ) . 


Go to 5. 


Another key may be stuck in 
the partially depressed 
condition. Check mechan- 
ical operation of that 
keyswitch, see Question 7. 

Check for proper orienta- 
tion of control (top) row 
of blocking keytops, if 
present. 

REAR — [ ^ ■* FRONT 

Go to 5. 


5. Does a single character 
appear on the printer 
when power is first 
turned on? 


Check mechanical 
operation of that 
keyswitch (see 
Question 7). 


Go to 6. 


6. Are any characters dis- 
played when key is not 
depressed (ie, key touched, 
opcon vibrated or other 
keys depressed)? 


Replace opcon. 


Go to 7. 
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ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


7. Do any keys fail to operate 
mechanically? 

Do all keys click when 
depressed and click again 
when released? 

Do repeat or TEST keys 
click when fully depressed 
and click again when 
re le dsea s i ign t ly : 

Does CAPS LOCK key lock 
down when depressed and 
release when depressed 
again (if present). 


Check clearance 
between keyboard 
cover and keytops 
(adjust if 
necessary) . 

Check space bar 
mechanism. 

Replace defective 
Key owx t-cn . 


Go to 8. 


8. Do any keys fail to gen- 
erate characters to the 
printer? 


Replace opcon if any 
group of keys fail 
to operate or more 
than one character 
is generated when 

depressed . 

LJ Xi. uiixy 

one key fails to 
operate , 


Go to 9. 


9. Do any indicators fail to 
light? 


Go to 11. 


Go to 10. 


10. Does bell sound? 


Go to 11. 




11. Does TST lamp light 

while RETURN and ESC P keys 

dXc i.UxXy UcipjLCOocU oXuiUX 

taneously? 

Replace opcon if TST 
lamp does not extinguish 
when keys are released. 


Go to 12. 


Go to 13. 


12. Does TST lamp light 

when RETURN and j"^ keys 

aire jtuAJiy uepiresoeQ sxiuujl** 
taneously? 

Replace opcon if TST 
does not remain lit when 
keys are released. 


Go to 14. 


Check mechanical operation 
of 'J keyswitch (see 
Question 7^ . 

Replace opcon. 
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2 . OPCON (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE 
DIRECTIVE 



"NO" RESPONSE 
DIRECTIVE 



13. 



Is +12 V dc (pin 7) and 
-12 V dc (pin 8) present 
with respect to frame 
ground (pin 9) on opcon 
plug (Pi) on printer 
cabinet? 



Check connections 
from plug to 
filter card. 



Proper voltage not being 
supplied to opcon. 

Check cable to opcon. 

Go to Page 4-5, 1. 40PSU103 
POWER SUPPLY. 



+12 V DC 




FRAME 
GROUND 



-12 V DC 



Go to 14, 



14. Depress the following keys 
while observing lamps for 
proper indication. 

Does each lamp respond 
as indicated? 



Place in service. 



Go to 17. 















Lamp 
Condition 


Depress Keys 






Function 


\ 












/ 


A - 








-SEND 


- -^ON 


CONTROL and 


A 


(SOH) 






SEND 


OFF 


C 










REC 


ON 


CONTROL and 


C 


(ETX) 






REG 


OFF 


D 










LOCAL 


ON 


CONTROL and 


D 


(EOT) 






LOCAL 


OFF 


G 










OPT II 


ON 


CONTROL and 


G 


(BEL) 






OPT II 


OFF 


F 










CLEAR TO SEND 


ON- 


CONTROL and 


ACK 






CLEAR TO SEND 


OFF 


E 










KBD OVRN 


ON 


CONTROL and 


E 


(ENQ) 






KBD OVRN 


OFF 


B 










LINE 1 


ON 


CONTROL and 


B 


(STX) 






LINE 1 


OFF 


J 






LINE 


2 (OR SPARE PTR) 


ON 


NEW LINE 




LINE 


2 (OR SPARE PTR) 


OFF 









LINE 


3 (OR SPARE PTR) 


ON 


CONTROL and 





(SI) 


LINE 


3 (OR SPARE PTR) 


OFF 
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ANALYSIS QUESTION 



'•YES" RESPONSE 
DIRECTIVE 



"NO" RESPONSE 
DIRECTIVE 



14. (Contd) 



N 




TERM READY 1 


ON 


CONTROL and 


N (SO) 


TERM READY 1 


OFF 


M 


TERM READY 2 


ON 


RETURN 




TERM READY 2 


OFF 


L 




TERM READY 3 


ON 


CONTROL and 


L (FF) 


TERM READY 3 


OFF 


K 




PARITY ERROR 1 


ON 


CONTROL and 


K (VT) 


PARITY ERROR 1 


OFF 


I 




PARITY ERROR 2 


ON 


TAB 




PARITY ERROR 2 


OFF 


H 




PARITY ERROR 3 


ON 


^ — (Cursor 


Left) 


PARITY ERROR 3 


OFF 


"►•(Cursor 


Right) 


REG 


^FLASH^ 


CONTROL and 


C (ETX) 


REG 


OFF 


CURSR RETRN 


OPT II 


^FLASH^ 


CONTROL and 


G (BEL) 


OPT II 


OFF 


j (Cursor Down) 


LINE 1 


^ FLASH ^ 


CONTROL and 


B (STX) 


LINE 1 


OFF 


CLEAR 


LINE 2 (OR SPARE PTR) 


^ FLASH ^ 


NEW LINE 


LINE 2 (OR SPARE PTR) 


OFF 


LINE DLETE 


TERM READY 2 


>FLASH< 


RETURN 


TERM READY 2 


OFF 


LINE INSRT 


TERM READY 3 


^FLASH^ 


CONTROL and 


L (FF) 


TERM READY 3 


OFF 


HOME 




PARITY ERROR 3 


^ FLASH ^ 


— (Cursor Left) 


PARITY ERROR 3 


OFF 



Depress RETURN and ESC P 
keys simultaneously with 
additional force, and then 
release. 

TST lamp extinguishes 

and returns opcon to normal 

operating mode. 



15. Does any failing key from 
Question 9 fail to light 
in TST mode (Question 14)? 



Go to 16. 



Refer to Page 4-88, 
7. CONTROLLER 



16. Does any failing key from 
Question 8 check good in 
TST mode (Question 14)? 



Refer to Page 4-88, 
7. CONTROLLER. 



Check for shorts between 
keyswitch terminals. 

Replace keyswitch. 

Replace opcon. 
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2, OPCON (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


17. Is +24 V dc present at 

pins 3 and 4 of Indicator 
key switch when lamp 
should be lit? 

1 i 

1 4 (-)' 1 

1 ! _+24 V 

10 2 3 0(+)| 1 

1 1 
V- - ^ J 

Terminal Side of 
Indicator Keyswitch 


Replace indicator 
keyswitch. 


Replace opcon. 


18. Do any lamps light? 


Go to 19. 


Check for open ground lead. 
Go to 20, 


19. Does TERM READY lamp light 
when power is turned on 
with printer cabinet cover 

ploQprf jinH no riflTiPT out" 

condition? 


Go to 21. 


Go to 20. 


20. Is approximate +12 V dc 
present on pin 3 of any 
failing keyswitch when 
it is lit? 


Replace keyswitch. 


Check wiring to keyswitch. 

Go to Page 4-88, 
7. CONTROLLER. 


21. Does TERM READY lamp extin- 
guish when printer cover 
is open? 


Go to 22. 


Go to Page 4-88, 
7. CONTROLLER. 

Go to Page 4-15, 3. PRINTER. 


22. Does TEST lamp light when 
depressed? 


Go to 23. 


Go to 20. 


23. Does printer copy U*U* or 
RYRY when TEST key is 
depressed? 


Go to 25. 


Go to 24. 
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ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


24. Is there approximately V 
at pin 1 of any failing 
keyswitch when switch is 
closed (depressed)? 


Check wiring to 
controller. 

Go to Page 4-88, 
7. CONTROLLER. 


Replace keyswitch. 


25. Does TEST key latch down 
when depressed and release 
when depressed again? 


Go to 26. 


Replace keyswitch. 


26. Does OPT II key light when 
depressed? 


Go to 27. 


Go to 20. 


27. Does OPT II key latch down 
when depressed and release 
when depressed again? 


Go to 28. 


Replace keyswitch. 


28. Does TERM READY lamp extin- 
guish when key is 
depressed? 


Go to 29. 


Go to 24. 


29. Does TERM READY lamp light 
when key is depressed 
again? 


Place in service. 


Go to Page 4-88, 
7. CONTROLLER. 
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3. PRINTER - GENERAL 

The following cautions must be observed when troubleshooting the printer, 

CAUTION 1 : TURN OFF ALL POWER OR SIGNAL SOURCES BEFORE REMOVING OR REPLACING 
ANY COMPONENT. 

CAUTION 2 ; TO AVOID POSSIBLE INTERNAL DAMAGE TO MOS CIRCUITRY WHENEVER THE 
410071, 410072, 410076, 410640, OR 410729 PRINTER CIRCUIT CARD IS REMOVED, THE 
346392 STATIC GROUND STRAP MUST BE WORN. THE STRAP IS NOT TO BE WORN OVER 
CLOTHING BUT MUST CONTACT THE SKIN TIGHTLY. THE GROUND STRAP MUST BE CONNECTED 
TO GROUND (EITHER "EARTH" GROUND OR FRAME GROUND) VIA ITS ASSOCIATED CLIP. 



Attach to frame. 




The following test apparatus is required to troubleshoot the printer. If it is 
not available, the recommended corrective procedure is replacement of the complete 
printer for all troubles which are not clearly evident and easily rectified. 

80-CoIumn Printer 
*402617 Gauge 

402779 Line Cord With Switch 

402780 Interlock Strapping Plug (Friction Feed) 

402781 AC Line Cord Adapter (Tractor Feed) 

402782 Interlock Strapping Plug (Tractor Feed) 
*402868 Gauge 

*402878 Gauge 
408646 Printer Test Assembly 

408649 Test Cable 

408650 Test Cable 

132 -Column Printer 
*402716 Left Gauge 
*402717 Right Gauge 
402779 Line Cord With Switch 

402781 AC Line Cord Adapter 

402782 Interlock Strapping Plug 
^402868 Gauge 

*402878 Gauge 
408646 Printer Test Assembly 
408648 Test Cable 



*These items used in adjustments of the printer. 
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C. COMPONENT ANALYSIS (Contd) 
3. PRINTER - GENERAL (Contd) 

When replacing the 410071, 410076, 410640 (80-column) , 410072, or 410729 (132- 
column) printer circuit card, make sure the following procedures are followed: 

a. Duplicate all options on the new card present on the old card. 

NOTE ; If replacing an early design 410640 or 410729 card with a late design 
410076 or 410072 card, additional options on the late design card must be sel- 
ected. 

b. Perform the Power Supply Voltage adjustment before installing the new card. 

c. Perform the Impeller Shaft Sensor and Flag Sensor adjustments after instal- 
ling the new card. 

d. Observe the grounding procedures. 

When the type carrier is replaced, it may be necessary to refine the Impeller 
Shaft to Carrier Phasing (Final) adjustment. 

Miscellaneous plugs and connectors are shown for the 80- and 132-column printers. 
Complete wiring information is available in WDP supplied with station. 
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FiOO 
FUSE 



PlOl 



(Right Rear 
View) 




P106 



400905 (Early Design) AC Input 
and Motor Control Assembly 



400960 (Intermediate Design) or 
402632 (Late Design) AC Input 
and Motor Control Assembly 



80-Column Friction Feed 



TEST 
SWITCH 



J102 



F3 FUSE 
F4 FUSE 




W 



Note: 40P153 has additional 
wires at terminals 5, 6, 7, 8 
and9of J113. 





1 o o o •"•H 


o 


1 o o O 




1 O O •7«4«fl 



O O O O, 



• o o o o: 

f», • o o 



(Continued on Next Page) . 
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C. COMPONENT ANALYSIS (Contd) 
3. PRINTER - GENERAL (Contd) 




KlOO RELAY TRANSFORMER 
ASSEMBLY 




CIRCUIT CARD Aooawoi.! 

KlOl RELAY 410150 OR 410681 
ASSEMBLY CIRCUIT CARD 



Late Design 

80-Column Tractor Feed (40P151) 
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80-Column Tractor Feed (40P154) 
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C, COMPONENT ANALYSIS (Contd^ 
3. PRINTER - GENERAL (Gontd) 




132-Column Tractor Feed 
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4. PRINTER - 80-COLUMN FRICTION FEED 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



1. Remove printer from 
cabinet. 

Connect 402779 line cord 
with switch to JlOO connec- 
tor on printer. 

Connect 402780 interlock 
strapping plug into PI 06 
connector on printer. 

Set printer Test switch to 
Off. 

Set printer LF switch to 
position 1. 

Operate 402779 line cord 
with switch to On. 

Does printer motor run? 



Go to 2. 



Goto 3. 



402780 




INTERLOCK 

STRAPPING LINE FEED (LF) 
" SWITCH 




2. Operate 402779 line cord 
with switch to Off. 

Remove 410076 (or 410640) 
circuit card from printer. 

Operate 402779 line cord 
with switch to On. 

Does printer motor run? 



Replace 400960 or 402632 ac 
input and motor control assem- 
bly. 

Note: Several motors and ac 
input and motor control assem- 
blies have been used in friction 
feed printers. The motors and ac 
input and motor control assem- 
blies are not interchangeable . See 
chart below. 





AC INPUT AND 
MOTOR CONTROL 
ASSEMBLY 


MOTOR 


Early Daaiffnt 


400905 


400270 


IntmiMdiat* 
Dwicn 


400960 


400270 


Late DMi(n 


402632 


402402 



tinstall 402618 modification kit 
to upgrade to intermediate de- 
sign. 



Replace 410076 (or 410640) circuit 
card. 

Before installing new 410076 (or 
410640) circuit card, check voltages. 

Connect 408646 test assembly to 
J3 connector. 

Caution: Observe caution label 
on 408649 cable when connect- 
ing plug to J3 connector. 

Connect voltmeter leads between 
TPl and TP3 on 408646 test 
assembly and place 402779 line 
cord with switch to On. Note 
meter reading and adjust for 
-24 V dc±l% at R4 resistor on 
410681 circuit card (early design) 
or R9 resistor on 410150 circuit 
card (late design). 
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C. COMPONENT ANALYSIS (Contd) 
4. PRI NTER - 80-COLUMN FRICTION FEED (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


2. (Cont) 

Jnr ^^^^^^^^ 

1 R4 0R R9 1/^^ 
1 RESISTOR 

410681 OR 410150 
CIRCUIT CARD 




410076 CIRCUIT CARD 
(Replaces early design 
410640 circuit card.) 

\ 408649 

ViZiS/ '408646 TEST 
ASSEMBLY 

After installing new 410076 (or 
410640) circuit card, check 
Impeller Shaft Sensor and Flag 
Sensor adjustments; remake if 
necessary. 


3. Opehite printer Test switch 
to On. 

Does printer motor run? 


Go to 23. 


Go to 4. 


4. Operate 402779 line cord 
with switch to Off. 

Are motor gears and associ- 
ated drive mechanisms free 
to operate (no mechanical 
binds)? 


Check FlOO fuse. If blown, re- 
place with new FlOO fuse (1 A 
SL-BL, MDL-1) (143306). 

If fuse blows again, go to 5. 

Check thermal overload protec- 
tor on motor; depress reset 
button on fan end of motor. 

Note: The 400270 motor 

protection which resets auto- 
matically upon cooling. 

Go to 10. 


If mechanical bind is not clearly 
evident and easily rectified, in- 
stall new printer. 

FUSE FlOO 
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ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


4. (Cont) 

Ac^^^^wet button. 

402402 MO 
(Late Desi 


RESET BUTTON 
(At top — Robbins 
and Myers motor) ^ 

\ RESET B1 

Electric 1 

rvnx, ^^-^""^^ — 1!§ ^il 

gn) isi>^--Ji 


400270 
MOTOR 
(Early Decign) 

[JTTON V C / 
General 1 ^ him^ 
motor) I ^ ^ 


5. Disconnect JlOl connector. 
Replace FlOO fuse. 

Operate 402779 line cord 
with switch to On. 

Does FlOO fuse blow? 


Operate 402779 line cord with 
switch to Off. 

Remove 400960 or 402632 ac 
input and motor control assem- 
bly from printer. 

Locate short in ac input and 
motor control assembly. 

Reinstall assembly on printer. 


Go to 6. 


6. Reconnect JlOl connector. 
Disconnect P108 connector. 

Replace FlOO fuse. 

Operate 402779 line cord 
with switch to On. 

Does FlOO fuse blow? 


Operate 402779 line cord with 
switch to Off. 

Locate and clear short circuit in 
transformer cabling. 

Check if transformer is shorted 
to ground — if so, install new 
400901 transformer. 


Go to 7. 



493, 4-24 



C. COMPONENT ANALYSIS (Contd) 
4. PRINTER - 80-COLUMN FRICTION FEED (Contd) 



ANALYSIS QUESTION 


"YES'* RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


7. Reconnect PI 08 connector. 

Disconnect J109 connector. 
Replace FlOO fuse. 

Operate 402779 line cord 
with switch to On. 

Does FlOO fuse blow? 


Operate 402779 line cord with 
switch to Off. 

Replace 410150 circuit card. PO 

When new 410150 circuit card 
is installed, check and refine (if 
necessary) Power Supply Voltage 
adjustment. 

If trouble is not corrected, 
replace 400908 power supply 
assembly. ( 

(Re 
41( 


Go to 8. 

wIrIJIply FlOO fuse 

ASSEMBLY / 

:iRcurr card 

places early design 
3681 circuit card.) 


8. Reconnect J109 connector. 
Disconnect J105 connector. 

Replace FlOO fuse. 

Operate 402779 line cord 
with switch to On. 

Does FlOO fuse blow? 


Operate 402779 line cord with 
switch to Off. 

Replace 400903 top cover 
assembly, v^^^ Ji05 


Go to 9. 


9. Reconnect J105 connector. 

Replace FlOO fuse. 

Remove 410076 (or 
410640) circuit card. 

Operate 402779 line cord 
with switch to On. 

Does FlOO fuse blow? 


Replace entire printer. 


Replace 410076 (or 410640) 
circuit card. 

Before installing new 410076 (or 
410640) circuit card, check Power 
Supply Voltage adjustment. 

After installing new 410076 (or 
410640) circuit card, check 
Impeller Shaft Sensor and Flag 
Sensor adjustments; remake if 
necessary. 
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ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


10. Remove 410076 (or 410640) 
circuit card. 

Connect 408646 test assem- 
bly to J3 connector on 
printer. 

Caution: Observe caution 
label on 408649 cable when 
connecting plug to J3 con- 
nector. 

Operate 402779 line cord 
with switch to On. 

Operate MTR switch on 
408646 test assembly to On. 

Does printer motor run? 


Operate 402779 line cord with 
switch to Off. 

Replace 410076 (or 410640) 
circuit card. 

Before installing new 410076 (or 
410640) circuit card, check Power 
Supply Voltage adjustment. 

After installing 410076 (or 
410640) circuit card, check 
Impeller Shaft Sensor and 
Flag Sensor adjustments; 
remake if necessary. 


Go to 11. 

^^^^^^^^^46 TEST 
ASSEMBLY 


11. Check for -24 V dc +1% i 
TPl and TP3 on 408646 
assembly. 

Is -24 V dc present? 

F 


It 

test 

C 

CTD 
>^ 


Go to 12. fw,^--->^ 
^^^^ ^^^vOfQ^VK^SS^wM 

410150 
:IRCUIT CARD 

mm^ =^ 

-•^trr- -ictV' ^ 1 


Check Fl fuse on 410150 circuit 
card. 

Note: The 410681 circuit card 
is the early design version of 
410150 circuit card. The 410681 
circuit card does not have a fuse. 

If fuse is blown, replace with new 
321955 fuse (2-1/2 A F-B). 

If fuse is not blown, replace 
410150 circuit card. Check and 
refine Power Supply Voltage 
adjustment (if necessary). 

Go to 13. 


12. 40P101 Only 

Measure -5 v dc at TPS and 
TP3 on 408646 test assembly. 

Is -5 V dc present? 

Note: Step 12 does not 
apply to 40P102. 


Go to 18. 


Replace 410150 (late design) or 
410681 (early design) circuit card. 
Check and refine Power SuddIv 
Voltage adjustment (if necessarv). 

Replace 400903 cover assembly. 

Replace entire printer. 
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C. COMPONENT ANALYSIS (Contd) 
4. PRINTER - 80-COLUMN FRICTION FEED (Contd) 



ANALYSIS QUESTION 



'YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



13. Disconnect JlOl connector 
on 400960 or 402632 ac 
input and motor control 
assembly. 

Measure 115 V ac±10% on 
PlOl connector, terminal 1 
to 3. 

Is 115 V ac present? 



Reconnect JlOl connector. 
Go to 14. 



FlOO FUSE 




Check FlOO fuse. If blown, re- 
place with new FlOO fuse (1 A 
SL-BL MDL-1) (143306). 

If FlOO fuse is not blown, replace 
400960 or 402632 ac input and 
motor control assembly. 



Note: Several motors and ac 
input and motor control assem- 
blies have been used in friction 
feed printers. The motors and ac 
input and motor control assem- 
blies are not interchangeable. See 
chart below. 





AC INPUT AND 
MOTOR CONTROL 
ASSEMBLY 


MOTOR 


Early DMignt 


400905 


400270 


Intermediate 
Detign 


400960 


400270 


Late Detign 


402632 


402402 



flnstall 402618 modification kit 
to upgrade to intermediate 
design. 



14. Disconnect PI 08 connector 
on 400908 power supply. 

Measure 28 V ac±3% on 
PI 08 connector, terminal 1 
to 3. 



Reconnect P108 connector. 
Go to 15. 



Replace 400901 transformer. 



Is 28 V ac present? 
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ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



•NO" RESPONSE DIRECTIVE 



15. Disconnect J109 connector 
on 400908 power supply. 

Measure -24 V dcll% (two 
places) on PI 09 connector, 
terminal 5 to 6 and terminal 
4 to 5. 

Note: Place (+) probe on 
terminal 5. 

Is -24 V dc present? 



Reconnect J109 connector. 
Go to 16. 



If voltage is present but not -24 
V dctl%, refine adjustment — 
R4 resistor on 410681 circuit 
card (early design); R9 resistor 
on 410150 circuit card (late 
design). 

Replace 400908 power supply. 



410681 CIRCUIT CARD 
(Early Design) 





R4 RESISTOR 



410150 CIRCUIT CARD 
(Late Design) 



D 



R9 RESISTOR 
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C. COMPONENT ANALYSIS (Contd) 
4. PRINTER - 80-COLUMN FRICTION FEED (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


16. Remove 400903 top cover 
assembly (40P101) or 
407209 top cover assembly 
(40P102) mounting screws. 

Disconnect J105 connector 
on 400903 or 407209 top 
cover assembly. 

Measure -24 V dc±l% (two 
places) on J105 connector, 
terminal 1 to 2 and terminal 
2 to 3. 

Note: Place (+) probe on 
terminal 2. 

Is -24 V dc present (two 
places)? 


Check continuity from PI 05 
connector to J3 connector. 

P105 J3 

4< <L 

1< <9 

2i — <N 

3«— < 12 

If no continuity repair broken 
cable. 

Reconnect J105 connector. 
Go to 17. 


Replace Q2 transistor (318835) 
on 400903 or 407209 top cover 
assembly. 

Replace 400903 or 407209 top 
cover assembly. 

Note: When replacing Q2 
transistor, apply thermal joint 
compound to base of transistor 
and base of 177113 insulator. 

d „ 

SLATE WIRE J^) 

177113 \ 1 
INSULATOR Vj M\ 

1 \ r 1 WHTTF WTRF 

1 / 

\^ Q2 

TRANSISTOR 

^^^^^^^^^^^^OVER 


17. Disconnect interlock plug 
from PI 06 connector. 

Check for -24 V dc at ter- 
minals 1 and 2 on PI 06 
connector. 

Is -24 V dc present? 

Note: Place (+) probe 
on terminal 1. 


Reconnect interlock plug. 
Go to 18. 


Remove mounting screws and 
swing connector bracket outward 
to expose connector. 

Check continuity from P106 
connector to JllO connector. 

P106 JllO 

1 < C3 

2i <2 

If no continuity repair broken 
cable. 
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ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO*' RESPONSE DIRECTIVE 



18. Operate 402779 line 
cord with switch on. 

Place printer Test switch to 
On. 

Does TEST lamp on 408646 
test assembly light? 




If printer has 400960 (interme- 
diate design) or 402632 (late 
design) ac input and motor 
control assembly, go to 19. 



If printer has 400905 (early 
design) ac input and motor 
control assembly, go to 21. 



Check wiring back to Test switch. 
Replace 402861 Test switch. 



^CONNECTOR 
BRACKET 




400960 (Intennediate Design) or 
402632 (Late Design) AC Input 
and Motor Control Assembly 



400905 (Early Design) AC Input 
and Motor Control Assembly 



19. Remove 400960 or 402632 
ac input and motor control 
assembly mounting screws 
and swing assembly outward 
to expose relay terminals. 

Operate 402779 line cord 
with switch to On. 

Operate MTR switch on 
408646 test assembly to On. 

Measure 115 V ac±10% 
between KlOO relay, 
terminal 4 and TP3 on 
408646 test assembly. 

Is 115 V ac present? 



Go to 20. 



Replace KlOl relay (178306). 



KlOl 
RELAY 




KlOO 
RELAY 
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C. COMPONENT ANALYSIS (Contd) 
4. PRINTER - 80-COLUMN FRICTION FEED (Contd) 



ANALYSIS QUESTION 



'YES" RESPONSE DIRECTIVE 



'*NO" RESPONSE DIRECIIVE 



20. Measure 115 V ac + 10% 

between KlOO relay, terminal 
3 and TP3 on 408646 
test assembly. 

Is 115 V ac present? 



Replace 400960 or 402632 ac 
input and motor control assembly. 

Go to 22. 



Replace KlOO relay (402423 in 
402632 assembly; 400968 in 
400960 assembly). 



21. Remove relay cover. 

Operate 402779 line cord 
with switch to On. 

Operate MTR switch on 
408646 test assembly to On. 

Measure -24 V dc ± I'v^ on 
solid state relay from terminal 
2 to 4 and 115 V ac ±107c 
from terminal 1 to 8. 

Are -24 V dc and 115 V ac 
voltages present? 



Go to 22. 

BROWN LEAD 
FROM FILTER 




Replace entire printer. 

Install 402618 modification kit 
at repair location. 



BLACK LEAD 
FROM RELAY 



SOLID STATE 
RELAY 



FILTER 



22. Operate 402779 line cord 
with switch to Off. 

Disconnect J 107 connector. 

Measure the following resis- 
tances between indicated 
terminals on J107 connector: 

400270 Motor (Early design) 
or 

402402 Motor (Late design) 
General Electric 

Terminal 1 to 2 - 33 ohms 
Terminal 1 to 3 — 45 ohms 
Terminal 2 to 3 - 12 ohms 
(All readingsllO^c) 

402402 Motor (Late design) - 
Robbins & Myers 



Terminal 1 to 2 - 19 ohms 
Terminal 1 to 3 - 30 ohms 
Terminal 2 to 3 — 11 ohms 
(All readings±10%) 

Are measured resistances 
correct? 



Replace entire printer. 

400270 
MOTOR 
(E^rly Design) 




NO 
RESET 
BUTTON 

AT 
FAR END 



Replace 402402 motor. 

Note: Several motors and ac input 
and motor control assemblies have 
been used in friction feed printers 
The motors and ac input and 
motor control assemblies are not 
interchangeable . See chart below: 



(Left Side View) 




ROUND 
BEARING 
ON 402402 

MOTOR 
(Late Design) 
General Electric 



Early Dtvifnl* 



lnt«nn*dMite 
DMtcn 



Lau De«i(n 



AC INPUT AND 
MOTOR CONTROL 
ASSEMBLY 



400905 



400960 



402632 



MOTOR 



400270 



400270 



402402 



t Install 402618 modification kit 
to upgrade to intermediate de- 
sign. 



QUINTUPLE 
BEARING 
ON 402402 

MOTOR 
(Late Design) 
Robbins & Myers 



(Left Side View) 
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ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



23. Is the impeller shaft being 
driven? 



Go to 24. 



400280 
SPROCKET 




400631 
DRIVE BELT 



Check the impeller shaft drive 
belt. Replace if worn or broken 
(400631). 

Check the motor shaft sprocket. 
Replace if worn or broken 
(400280). 



24. Does printer line feed 
properly with printer Test 
switch On? 



Go to 28. 



41385 
SPRING 



Failure symptoms are: 
No line feed 
Intermittent line feed 
Continuous line feed. 




PAWLS 



Check line feed belts. Replace 
if worn or broken (400634 or 
400632). 



GEAR 



MAGNET 
ASSEMBLY 




Check line feed pawls for en- 
gagement with gear. 

Check line feed bail spring. 
Replace if broken or worn. 

Check loose mounting of line 
feed magnet assembly on its 
core. Replace 400470 line feed 
assembly if magnet coil is loose. 

Go to 25. 



400634 
BELT 



CORE 
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C. COMPONENT ANALYSIS (Contd) 
4. PRINTER - 80-COLUMN FRICTION FEED (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



25. Remove 410076 (or 
410640) circuit card. 

Connect 408646 test assem- 
bly to J 3, as shown. 

Caution: Observe caution 
label on 408649 cable 
when connecting plug to 
J3. 

Operate 402779 line cord 
with switch to On. 

Operate MTR switch on 
408646 test assembly to On. 

Operate LP switch on 408646 
test assembly to On. 

Does the printer line feed? 




408649 
CABLE 

Operate 402779 line cord with 
switch Off. 

Replace 410076 (or 410640) 
circuit card. 

After the card is installed, check 
the Impeller Shaft Sensor and 
Flag Sensor adjustment, remake 
if necess£iry. 



Go to 26. 



26. Check for -24 V dc ± 1% 
between TP2 and TP3 on 
408646 test assembly. 

Is -24 V dc ± 1% present? 



Go to 27. 



Refine -24 V dc adjustment if 
voltage reading is outside toler- 
ances. 




EM "i 



Replace 410150 circuit card. 
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ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



27. Operate the 402779 line cord 
with switch Off. 

Disconnect P-3 test cable 
from printer. 

Measure for 33 ohms resist- 
ance at J3 between 
terminals 1 and K. 

Is measured resistance 
correct? 



Check the following adjust- 
ments: 

Clutch Shoe Release Arm 



Line Feed Armature Gap 
Line Feed Bar Eccentric and 



Drive Belt Tension 



Clutch Drive Belt Tension 



Replace 400470 line feed magnet 
assembly. 



POLARIZING 
KEY 



Replace front casting 
assembly: 

40P101 — 400201 (early design) 
or 400377 (late design) 
40P102 - 402970 




28. Place printer LFl - LF2 
switch to position LF2. 

Does the printer double 
line space properly? 



Go to 30. 



Go to 29. 



29. Remove 410076 (or 
410640) circuit card 
from printer. 

Connect 408646 test 
assembly to J3, as shown. 

Caution: Observe caution 
label on 408649 cable 
when connecting plug to 
J3 connector. 

Operate 402779 line cord 
with switch On. 

Does the line feed lamp on 
408646 test assembly light? 




408646 TEST 
ASSEMBLY 

Replace 410076 (or 410640) 
circuit card. 

After the card is installed, 
check the Impeller Shaft 
Sensor and Flag Sensor 
adjustment; remake if 
necessary. 



Replace 402861 switch. 

2 On 

9 e 



I Off 
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C, CO MPONENT ANALYSIS (Contd) 

4. PRINTER - 80-COLUMN FRICTION FEED (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



30. Is the ribbon feed mechanism 
operating properly? 

Ribbon spools rotating. 
Ribbon reverse working. 
No ribbon foldover. 

Note: To check ribbon 
reversing, manually op)erate 
the reversing arms with 
printer operating (printer 
Test switch On). 



Go to 31. 



Check ribbon drive belt. Re- 
place if worn or broken. 




DISCS 



400630 
DRIVE BELT 



Remove ribbon mechanism and 
check the following springs. 
Replace if broken. 

125268 400420 
SPRING TORSION 
SPRING 




2836 SENSING 
ARM SPRING 



Replace ribbon mechanism 
402420. 



31. Are any characters being 
printed? 



Go to 32. 




POLARIZING 
KEY 



Check the following adjustments: 

(1) Impeller Shaft Sensor Gap 

(2) Flag Sensor Gap 

Check impeller sensor for a maxi- 
mum of 145 ohms at J3 between 
terminals H and J. 

Check flag sensor for a maximum 
of 145 ohms at J3 between 
terminals E and F. 

Replace sensor (400615) if open 
or resistance exceeds maximum 
requirement. 

Replace 410076 (or 410640) 
circuit card. 

After the card is installed, check 
the Impeller Shaft Sensor and 
Flag Sensor adjustment; remake 



if necessary. 
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ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


32. Is the carrier font symbol 
the symbol printed? 

Font symbols: 

i^i Up-Low 

iji Monocase 
etc. 


Go to 33. 


If ! (exclamation) or (under- 
line) are printed check the 
following adjustments: 

(1) Flag Sensor Gap 

(2) Impeller Shaft Sensor Gap 

(3) Flag Sensor Final 

Replace the 410076 (or 410640) 
circuit card. 

After the card is installed, check 
the Impeller Shaft Sensor and 
Fl£^ Sensor adjustment; remake 
if necessary. 


33. Are any columns not 
• printing? 


Go to 34. 


Go to 38. 


34. Are any of the following 
groups of columns missing? 

1-12 
13-24 

37-48 
49-60 
61-72 
73-80 


Replace 410076 (or 410640) 
circuit card. 

After the card is installed, check 
the Impeller Shaft Sensor and 

if necessary. 


Go to 35. 


35. Of the columns that are 
missing, are they all odd- 
numbered (example: 1, 
3, 19, 71) or are they all 
even-numbered (example: 
2,8,42,68)? 


Check the position of the 
antifreeze strip. 

Check for oil on antifreeze 
strip. If present, spray with 
337449 Degreaser (Freon 
TF). 

If antifreeze strip is dis- 
torted or missing, replace 
entire printer. 


Go to 36. 

ANTIFREEZE STRIP 
(Clear Plastic Strip) 
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C. COMPONENT ANALYSIS (Contd) 
4. PRINTER - 80-COLUMN FRICTION FEED (Contd) 



ANALYSIS QUESTION 


"YES*' RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


36. Are one or more columns 
missing? 


Check the following adjustments: 

(1) Impeller Shaft Sensor Gap 

(2) Flag Sensor Gap 

(3) Impeller Shaft Sensor 
(Final) 

Replace 410076 (or 410640) 
circuit card. 

After the circuit card is installed, 
check the ImpeUer Shaft Sensor 
and Flag Sensor adjustments; 
remake if necessary. 

Replace entire printer. 


Go to 37. 


37. Are any characters not 
printed? 


Check type carrier for missing 
pallets. 

Replace type carrier. 

Replace 410076 (or 410640) 
circuit card. 

After the circuit card is installed, 
check the Impeller Shaft Sensor 
and Flag Sensor adjustments; 
remake if necessary. 


Place printer in service. 


38. Is the font symbol clipped 
on the left or right? 


Check the Impeller Shaft to 
Carrier Phasing — Final adjust- 
ment. 


Go to 39. 
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ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


39. Are adjacent characters in 
the type carrier printed in 
place of the proper char- 
acter (T instead of S, B 
instead of A, etc)? 


Check the following adjust- 
ments: 

(1) Flag Sensor Gap 

(2) Impeller Shaft Sensor 
Gap 

Check that pallets and flags 
are in proper position. 

Type Carrier Flag Position 


Go to 40. 


400645AA 43, 107, 171 
400629AB 12, 108 
400774AC 44, 108, 172 
400775AD 108, 172 
400776AF 12, 108 
400778AH 44, 108, 172 
400779AP 12, 108 
400784AN 12, 108 
400785AQ 43, 107, 171 
408346AZ 12, 60, 108, 156 

Replace entire printer. 


40. Is copy free of horizontal 
ink smudges caused by the 
ribbon rubbing against the 
paper. 


Go to 41. 


Check the following adjustments: 

(1) Ribbon Guide 

(2) Paper Positioner 


41. Is copy free of double print 
or ghost images? 

132-COLUMN 
0.070 INCH 

80-COLUMN ^y:^^^^^^^y^ 
0.125 INCH ^.y^^^^y^^y^ 


Go to 42. 

^ 402878 GAUGE 


Check the following adjustments: 

(1) Left Carrier Sprocket 

(2) Right Carrier Sprocket 

Check that type pallets are 
seated properly in carrier. Seat 
pallets with 402878 gauge. 
Replace type carrier. 

Replace entire printer. 
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C. COMPONENT ANALYSIS (Contd) 
4. PRINTER - 80-COLUMN FRICTION FEED (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



42. Is the printed copy clear 
and easily readable? 



Go to 43. 



Replace 402444 ribbon. 

Check the following adjustments: 

(1) Backup Bar (Final) 

(2) Left Carrier Sprocket 

(3) Right Carrier Sprocket 

(4) Ribbon Guige 

(5) Paper Positioner 



43. Is printed copy free from 
embossing (especially 
noticeable on characters such 
as hyphen or underline)? 



Go to 44. 



400645AA 
400629AB 
400774AC 
400775AD 
4007 76AF 

4007 78AH 

4007 79 AP 

400784AN 
400785AQ 
408346AZ 



Check the Backup Bar (Final) 
adjustmen t and type carrier 
pallet alignment. 



Friction and Tractor 
Friction and Tractor 
Friction and Tractor 
Friction and Tractor 
Friction and Tractor 
Eighths — Up-Low 
Friction and Tractor 
Fractions 

Friction and Tractor 
Eighths — Up-Low 
Friction and Tractor 
Friction and Tractor 
Friction and Tractor 



80-Column 
80-Column 
80-Column 
80-Column 
80-Column 

80-Column 

80-Column 

SO-Column 
80-Column 
80-Column 



Monocase 
Up-Low 
Weather 
Line Drawing 
Fractions in One 

Large Gothic With 

Fractions in One 

EBCDIC 

EBCDIC Monocase 
48-Character Set 



Check that type pallets are 
seated properly in carrier. Seat 
pallets with 402878 gauge. 

Replace type carrier. 



44. Is the print density uni- 
form throughout the line 
without gradual variations? 



Go to 45. 



Check the following adjustments: 

(1) Left Carrier Sprocket 

(2) Right Carrier Sprocket 

(3) Backup Bar 



45. Is the print density uniform 
throughout the line without 
random variations? 



Go to 46. 



Check the following adjustment: 
Paper Positioner 
Replace entire printer. 
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ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


46. Are the bottoms of char- 
acters printed clearly (not 
light) at both ends of the 
line? 


Go to 47. 


Check the following adjustments: 

(1) Left Carrier Sprocket 

(2) Right Carrier Sprocket 

Replace printer. 


47. Are all individual characters 
printed clearly when received? 


Go to 48. 


Check type carrier for missing, 
broken, distorted, or dirty type 
pallets. 

Replace type carrier. 
Replace printer. 


48. Are there erratic line feeds 
or some characters printing 
too high? 

^jk^ /PRESSURE 
^^^^^/ ROLLER 

PAPER / ^^i^^ 

PAPER 
POSITIONER GUIDE 


Friction Feed: Check for bind 
in paper roll and throughout 
paper routing path. 

Check tension of pressure roller. 

Check for damaged paper guides 
and paper positioner. 

Check for damaged spindle. 

Check that core of paper roll is 
not damaged, and is not pro- 
truding on either side. 

Replace front casting assembly: 
40P101 - 400201 (early design) 
or 400377 (late design) 
40P102 - 402970 


Go to 49. 


49. Does the paper feed out 
when the paper advance 
pushbutton is operated? 
(Printer in cabinet and SSI 
connected.) 


Go to 51. 


Go to 50. 
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C. COMPONENT ANALYSIS (Contd) 
4. PRINTER -80-COLUMN FRICTION FEED (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



50. Operate 402779 line cord 
with switch to Off. 

Remove 410076 (or 410640) 
circuit card from printer. 

Connect 408646 test assem- 
bly as shown. 

Caution: Observe caution 
label on 408649 cable when 
connecting plug to J3 
connector. 

Operate 402779 line cord 
with switch On. 

Depress paper advance push- 
button on printer. 

Does the paper advance 
lamp on the 408646 test 
assembly light? 




408646 408649 
TEST ASSEMBLY CABLE 



Replace 410076 (or 410640) 
circuit card. 



Replace 402631 switch. 



51. Does the low paper indi- 
cator light when paper 
roll is momentarily lifted? 



LOW PAPER 
INDICATOR AND PAPER 
ADVANCE BUTTON 




Check the low paper switch 
adjustment. 



Place printer in service. 



Go to 52. 



TEMPEST MODEL 40 MANUAL 493, 4-41 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



'NO'* RESPONSE DIRECTIVE 



52. Operate 402779 line cord 
with switch Off. 

Remove 410076 (or 
410640) circuit card 
from printer. 

Connect 408646 test 
assembly to J3 , as shown. 

Caution: Observe caution 
label on 408649 cable 
when connecting plug to 
J3. 

Operate the 402779 line cord 
with switch On. 

Does the FORMS SUPPLY 
lamp on the 408646 test 
assembly light (paper in)? 

Remove paper. Does the 
FORMS SUPPLY lamp 
go out and the ALARM 
lamp light (paper out)? 




408646 408649 
TEST ASSEMBLY CABLE 



Replace 410076 (or 410640) 
circuit card. 

After the circuit card is 
installed, check the Impeller 
Shaft Sensor and Flag Sensor 
adjustments; remake if 
necessary. 



Replace 402427 bulb. 

ft'^^^PART OF 
T 402631 

402427 
402428 




^jO402631 
vJ ©402500 SET OF PARTS 
Replace 400565 low paper switch 




400565 
SWITCH 



138031 
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C. COMPONENT ANALYSIS (Contd) 
5. PRINTER - 80-COLUMN TRACTOR FEED 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



1. Is the 80-column tractor 
feed printer 40P151? 

Is the 80-column tractor feed 
printer 40P154? 



Go to 2. 



Go to 20. 



2. Remove printer from cabinet. 

Connect 402781 ac line cord 
adapter and 402779 line cord 
with switch to J113 connec- 
tor. 

Plug 402782 interlock strap- 
ping plug into J114. 

Operate printer Test switch 
to Off. 

Operate 402779 line cord 
with switch to On. 

Does printer motor run? 



402781 AC LINE CORD 
ADAPTER 




402779 LINE CORD 
WITH SWITCH 



"3r\ 

402782 
INTERLOCK 
STRAPPING 
PLUG 

TO J114 



TEST 
SWITCH 




(Rear View) 



40P151 or 40P153 Tractor Feed 
Printer. 

Go to 3. 



Go to 5. 



3. Operate 402779 line cord 
with switch to Off. 

Remove 410076 (or 410640) 
circuit card. 

Connect 408646 test assem- 
bly and 408649 cable as 
shown. 

Caution: Observe caution 
label on 408649 cable when 
connecting plug to J3 
connector. 

Operate MTR switch on 
408646 test assembly to Off. 

Operate 402779 line cord 
with switch to On. 

Does printer motor run? 




Replace 410076 (or 410640) 
circuit card. 

Before installing card, check 
Power Supply Voltage adjustment 



After installing card, check 
Impeller Shaft Sensor and Flag 
Sensor adjustments. Remake if 
necessary. 



408649 
CABLE 



408646 TEST 
ASSEMBLY 



Go to 4. 
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ANALYSIS QUESTION 



'YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



4. Separate 402620 or 402789 
power mcxiule from printer, 
leaving all cabling connected. 

Operate 402779 line cord 
with switch to On. 

Measure 115 V ac + 10% be- 
tween TPS on 408646 test 
assembly and terminal 2 on 
KlOl relay. 

Is 115 V ac present? 



Replace KlOl relay (178306). 



Replace 402620 or 402789 
power module. 



402423 
KlOO 



178306 
KlOl 



402423 
KlOO 

402620 OR 402789 (Under 
POWER MODULE 410082 
(Early Design) Card) 



402620 OR 402789 
178306 POWER MODULE 
KlOl (Late Design) 




5. Operate printer Test switch 
to On. 

Does printer motor run? 



Go to 41. 




Go to 6. 



6. Operate 402779 line cord 
with switch to Off. 



Are the motor gears and 
associated drive mechanisms 
free to operate (no mechan- 
ical binds)? 

RESET BUTTON 
(At tcp — Robbins 
& Myers motor) 



Check FlOO fuse. If blown, 
replace with 143306 fuse 
(1 A SL-BL MDL-1). If fuse 
blows again, go to 7. 

Check thermal overload pro- 
tector — depress red button on 
fan end of motor. Go to 11. 



RESET BUTTON 
(On side — General 
Electric motor) 



If mechanical bind is not clearly 
evident and easily rectified, re- 
place printer. 



View) 




ACCESS 
RESET BUTTON 

143306 
1.0 A SL-BL FUSE (FlOO) 



402402 
MOTOR 




7. Disconnect PI 12 connector. 

Operate 402779 line cord 
with switch On. 

Does bench fuse blow? 



Problem is test cable or 
printer cable (PI 12 to J113). 
Locate short. Replace FlOO fuse 
(143306). 



Operate 402779 line cord with 
switch Off. 

Go to 8. 
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C. COMPONENT ANALYSIS (Contd) 
5, PRINTER - 80-COLUMN TRACTOR FEED (Cont^) 



ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


8. Reconnect PI 12 connector. 


Operate 402779 line cord with 


Operate 402779 line cord with 


Disconnect J 105 connector 


switch Off. 


switch Off, 


on 402620 or 402789 power 






module. 


Go to 10. 


Go to 9. 



Replace F 100 fuse (143306). 

Operate 402779 line cord with 
switch to On. 

Does FlOO fuse blow? 




— 402620 
OR 402789 
POWER 
MODULE 
(Early Design) 

J105 




9. Reconnect J105 connector. 
Remove 410076 (or 410640) 
circuit card. 

Operate 402779 line cord with 
switch to On. 

Does FlOO fuse blow? 



Replace printer. 



Replace 410076 (or 410640) 
circuit card. Before installing new 
card, check power supply voltage. 
After circuit card is installed, 
remake ImpeUer Shaft Sensor 
and Flag Sensor adjustments. 
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ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



'NO" RESPONSE DIRECTIVE 



10. Reconnect J105 connector. 
Remove 410150 circuit card. 

Replace FlOO fuse (143306). 



Operate 402779 line cord with 
switch to On. 

Does FlOO fuse blow? 



Check for short in 402620 
or 402789 power module. 

Replace 402620 or 402789 
power module. 



Replace 410150 circuit card. 



410150 (Late Design) 
or 

•t 410681 (Early Design) 
CIRCUIT CARD 



402620 OR 402789 
POWER MODULE 
(Early Design) 




^ 410150 (Late Design) 
/ or 
/ 410681 (Early Design) 
CIRCUIT CARD 



•402620 OR 402789 
POWER MODULE 
(Late Design) 



J105 



11. Remove 410076 (or 410640) 
circuit card. 

Connect 408646 test assem- 
bly to J3 connector as shown. 

Caution: Observe caution 
label on 408649 cable when 
connecting plug to J3 
connector. 

Operate 402779 line cord with 
switch to On. 



408646 TEST 
ASSEMBLY 




408649 
CABLE 
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C. COMPONENT ANALYSIS (Contd) 
5. PRINTER - 8Q-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


ll.(Cont) 

Operate MTR switch on 
408646 test assembly to On. 

Does motor run? 


Replace 410076 (or 410640) 
circuit card. Before installing 
the new card, check the 
power supply voltage. After the 
card is installed, check the Impeller 
Shaft Sensor and Flag Sensor 
adjustments. Remake, if 
necessary. 


Go to 12. 


12. Check for -24 V dc+1% be- 
tween TPS and TP2, TPS and 
TPl on 408646 test assembly. 

Is -24 V dc present? 


Go to 13. 


Check Fl (long fuse on top right 
of 410150 circuit card). Replace 
321955 fuse if blown. Replace 
410150 circuit card. If fuse blows 
again, replace Q-2 transistor 
(3188S5). 

(Rear View) 



318835 
Q2 

TRANSISTOR 



410150 
(Late Design) 
OR 
410681 
(Early Design) 
CIRCUIT CARD 




ACCESS HOLE 
FOR ADJUSTING 



Fl 



Replace 402620 or 402789 
power module. 



13. Does TEST lamp on 408646 
test assembly li^t? 



Goto 14. 



Replace 402861 test switch. 



14. Check for -5 V dc between 
TP3 and TP5 on 408646 
test assembly . 

Is -5 V dc present? 



Operate 402779 line cord with 
switch Off. 



Goto 15. 



Replace 410150 circuit card. 
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ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



15. Separate 402620 or 402789 
power module from printer 
leaving aU cabling connected. 

Operate 402779 line cord 
with switch to On. 

Operate MTR switch on 
408646 test assembly to On. 

Measure 115 V ac+10% 
between TP3 on 408646 
test assembly and terminal 
4 on K 100 relay. 

Is 115 V ac present? 



TERMINAL 3. 



Go to 16. 



178306 

Kiqi 

402423 
KIO 



Replace KlOl relay 178306. 



402620 OR 402789 
POWER MODULE 
(Early Design) 



TERMINAL 4 



402423 
KlOO 
(Under 410082 card) 




.402620 OR 402789 
POWER MODULE 
(Late Design) 



16. Measure 115 V ac±10% 
between TP3 on 408646 
test assembly and terminal 
3 on KlOO relay. 



40P151 or 40P154 
Go to 17. 



Replace KlOO relay (402423). 



Is 115 V ac present? 
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C. COMPONENT ANALYSIS (Contd) 
5. PRINTER - 80-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



'NO" RESPONSE DIRECTIVE 



17. Operate 402779 line cord 
with switch to Off. 

Disconnect J107 connector 
on cable running to the 
motor. 

Measure the following 
resistances on J 107 
connector: 

402402 Motor - General Electric 



Terminal 1 to 2 - 33 ohms 
Terminal 1 to 3 — 45 ohms 
Terminal 2 to 3 — 12 ohms 
(all readings ± 10%). 
402402 Motor - Robbins & Myer s 



Terminal 1 to 2 — 19 ohms 
Terminal 1 to 3 — 30 ohms 
Terminal 2 to 3 — 11 ohms 
(all readings ±10%) 



Are resistances correct? 




J107 CONNECTOR 



J107 CONNECTOR 



ROUND BEARING 
ON 402402 MOTOR 
General Electric 




(Left Side View) 



402620 OR 402789 
POWER MODULE 
(Early Design) 




402620 OR 402789 
POWER MODULE 
(Late Design) 



QUINTUPLE BEARING 
ON 402402 MOTOR 
Robbins & Myers 




Replace entire printer. 



(Left Side View) 
Replace 402402 motor. 
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ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


18. Remove printer from 
cabinet. 

Connect the 402781 ac line 
cord adapter and 402779 
line cord with switch to 
Jl 13 connector. 

Plug 402782 interlock 
plug into J114. 

Set Test switch to Off. 

Operate 402779 line cord / 
with switch to On. / 

Does printer motor run? / 

VOLTAGE 
ADJUSTMEN 
ACCESS HOL 


Go to 19. 

TEST 
SWITCH 

/ ^< V^S^^^ 

1 40P154 fP'^^^A^^A 

T 
E 


Go to 21. 

402779 LINE CORD 
WITH SWITCH 

: 402781 \7 
'mj AC LINE 

CORD (L^ 
ADAPTER 

402^82 
INTERLOCK 
STRAPPING 
PLUG TO J114 


19. Operate 402779 line cord 
with switch to Off. 

Remove 410071 circuit 
card. 

Connect the 408646 test 
assembly as shown. 

Cau Hon : Observe caution 
label on 408650 when 
connecting plug to PI 09 
connector. 

TES 

Operate MTR switch on 
408646 test assembly to 
Off. 

Operate 402779 line cord 
with switch to On. 

Does printer motor run? 


408646 CABLE 
!T ASSEMBLY 

40P154 

Go to 20. 


Replace 410071 circuit card. 

Before installing circuit card, 
check the Power Supply 
Voltage adjustment. With a 
volt-ohmmeter, check -24 V dc 
±1% between TP3 and TP2, 
TP3 and TPl on 408646 test 
assembly. If the voltage is outside 
the required limits, adjust R-9 
resistor on 410151 circuit card. 
See illustration in step 20. 
After the circuit card is installed, 
check the Impeller Shaft 
Sensor and Flag Sensor adjust- 
ments; remake if necessary. 
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C. COMPONENT ANALYSIS (Contd) 
5. PRINTER - 80-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



20. Does the test lamp on 

408646 test assembly light? 



Replace 402861 test switch. 

TEST SWITCH 




Replace 410155 circuit card 
assembly. 

410155 



40P154 




(Rear View) 



Replace printer. 



21. Operate Test switch on 
printer to On. 

Does the printer motor run? 



Goto 39. 



Go to 22. 



22. Is the motor gear and 

associated drive mechanisms 
free to operate (no 
mechanical bind)? 



Check FlOO fuse. If blown, 
replace with 143306 fuse (1 amp 
SL-BL MDL-1). If fuse blows 
again, go to 25. Check thermal 
overload protector — depress 
RED reset button on fan end 
of motor. 



If mechanical bind is not clearly 
evident and easily rectified, 
replace entire printer. 

RESET BUTTON 
(On side — General 
Electric motor) 



Go to 30. 



FlOO 




402402 
MOTOR 



(Rear View) 



ACCESS HOLE TO 
RESET BUTTON 



40F1&4 




RESET BUTTON 
(At top — Robbins 
& Myers motor) 
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ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



23. Disconnect PlOl. 



Operate 402779 line cord 
with switch to On. 

Does bench fuse blow? 



Problem is in test cable or printer 
cable (PlOl to J113). 

Locate short. 

Replace FlOO fuse (143306). 
PlOl 



Operate 402779 line cord with 
switch Off. 

Go to 24. 




FlOO 
FUSE 



J117 



40P154 



24. Reconnect PlOl. Dis- 
connect PI 00 on the motor 
control assembly. 



Operate 402779 line cord 
with switch to On. 

Does FlOO fuse blow? 
P106 FlOO 



Operate 402779 line cord with 
switch Off. 

Replace FlOO fuse (143306). 
Goto 29. 



Operate 402779 line cord with 
switch Off. 

Goto 25. 




410151 
CARD 



02978 
POWER MODULE 



493, 4-52 



C. COMPONENT ANALYSIS (Contd) 
5. PRINTER - 80-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



25. Reconnect PIOO. Dis- 
connect PI 05 on the motor 
control assembly. 

Operate 402779 line cord 
with switch to On. 

Does FlOO fuse blow? 



Operate 402779 line cord with 
switch Off. 

Replace FlOO fuse (143307). 
Go to 26. 



PI 00 



P107 



Replace 410071 circuit card. 



After the circuit card is installed, 
check the Impeller Shaft Sensor 
and Flag Sensor adjustments; 
remake if necessary. 



410155 
CARD 



PI 05 



TlOO 
TRANSFORMER 




402402 
MOTOR 



402978 
POWER 
MODULE 



(Rear View) 



26. Reconnect P105. 

Disconnect P107 on the 
motor control assembly. 
Operate 402779 line cord 
with switch to On. 

Does FlOO fuse blow? 



Operate 402779 line cord with 
switch Off. 

Replace 410155 circuit card. 
Replace FlOO fuse (143306). 
Go to 27. 



Replace 402402 motor. 



27. Reconnect PI 07. Remove 
410151 circuit card from 
J102 receptacle. Operate 
402779 line cord with 
switch to On. 

Does FlOO fuse blow? 



Operate 402779 line cord with 
switch Off. 

Replace FlOO fuse (143306). 
Goto 28. 



402982 
TRANSFORMER 



Replace 410151 circuit card. 

410151 
CIRCUIT CARD 



(Rear View) 




FlOO 
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ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


28. Reinsert 410151 circuit 
card. Remove 410071 

Operate 402779 line cord 
with switch to On. 

Does FlOO fuse blow? 


Operate 402779 line cord with 
switch Off. 

Reconnect 410071 circuit card. 
Replace FlOO fuse (143306). 
Go to 29. 


Operate 402779 line cord with 
switch Off. 

Replace 410071 circuit card. 

After the circuit card is 
installed, check the Impeller 
Shaft Sensor and Flag Sensor 
adjustments; remake if necessary. 


29. With an ohmmeter, check 
for short between primary 
and secondary windings on 
TlOO transformer. Is 
transformer shorted? 


Replace TlOO 
transformer (402982). 

PRIMARY WINDING 

^■■lU^. 

SECONDARY WINDING 




Replace entire printer. 


30. Remove 410071 circuit card 
from printer. 

Connect the 408646 test 
assembly as shown. 

Caution: Observe caution 
label on 408650 cable when 
connecting plug to PI 09 
connector. 

Operate 402779 line cord 
with switch to On. 

Operate MTR switch on 
408646 test assembly to 
On. 

Does printer motor run? 


408646 
TEST ASSEMBLY v 

Operate 402779 line cord with 
switch Off. 

Replace 410071 circuit card. 
After the card is installed, check 
the Impeller Shaft Sensor 
and Flag Sensor adjustment; 
remake if necessary. 


408650 / 

cable/ 40P154 
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C. COMPONENT ANALYSIS (Contd) 
5. PRINTER - 80-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



31. With a volt-ohmmeter, check 
-24 V dc±l% between TP3 
and TP2, TP3, and TPl on 
408646 test assembly. 

Is -24 V dc present? 



Go to 32. 




321955 
(2-1/2 F.B.) 



402978 POWER 
MODULE 



410151 
CIRCUIT CARD 




FlOO 



TRANSFORMER 



32. Operate printer Test 
switch On. 



Check Fl (long fuse on top right 
of 410151 circuit card). 

If fuse is blown, replace with 
321955 (2-1/2 amp fast blow) 
fuse. If fuse blows again, 
replace 410151 circuit card. 
Replace 318835 Q2 transistor. 
Replace 402978 power module. 

(Rear View) 




ACCESS 
HOLE 
FOR Fl 



Q2 

TRANSISTOR 



Go to 33. 



Replace 402861 test switch. 



Does the Test lamp on 
408646 test assembly light? 
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ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



33. Operate the 402779 line 
cord with switch to Off. 

Disconnect PI 00 plug from 
410155 circuit card 
assembly. 

Operate the 402779 line 
cord with switch to On. 

Measure 117 V ac between 
terminals 2 and 3 on PlOO 
connector. 

Is 117 V ac present? 



PlOO 



P105 



P107 




Op>erate 402779 line cord with 
switch Off. 

Go to 34. 



(Rear View) 



1 3 

Y ^ 

JlOl - - 



410155 
CARD 



402978 
POWER 
MODULE 



I 2 3 



< o o o 



PlOO 



< 3 



PlOO 

Check wiring from JlOl terminals 
1 and 3 to PlOO terminals 3 and 2 



34. Reconnect PlOO. Dis- 
connect PI 05 plug. 

Operate 402779 line cord 
with switch On. With a 
volt-ohmmeter, check for 
-24 V dc between 
terminals 1 and 3 on PI 05. 

I 2 3 
^ O O O I PI 05 



Operate 402779 line cord with 
switch Off. 

Go to 35. 



Check wiring from P105 termi- 
nals 1 and 3 to P109 terminals 
5 and 6. 



1 

v 



3 

V 



P105 
P109 



Is -24 V dc present? 



35. Reconnect P105. Disconnect 
P107 on the motor control 
assembly. 

Operate 402779 line cord 
with switch to On. 

With a volt-ohmmeter, 
check for 115 V ac between 
terminals 1 and 2 and 
between 2 and 3 on P107. 

Is 115 V ac present? 



Operate 402779 line cord with 
switch Off. 

Go to 36. 



410155 
MOTOR CONTROL 

CARD P107 



Replace 410155 circuit card 
assembly. 





r 


\^ nL >1/ 


^ 

> 
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C. COMPONENT ANALYSIS (Contd) 



5. PRINTER - 80-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


36. Reconnect P107. Disconnect 
J117 connector from power 
module. 

Operate 402779 line cord 
with switch to On. 

Measure 14 V ac between 
terminals 1 and 3 and 
between terminals 3 and 
5 on PI 17 connector. 

Is 14 V ac present? 


Go to 37. 

J117 

PlOl 

40P154 


Check F3 and F4 fuses. 
If blown, replace with 
129919 fuse. 4.0A SL-BL. 

Go to 37. 


37. Measure 9.2 V ac between 
terminals 2 and 3 and 
between terminals 3 and 
4 on PI 17 connector. 

Is 9.2 V ac present? 


Reconnect Jl 17. 

Operate 402779 line cord 
with switch to Off. 

Go to 38 


Replace 402978 power 
module. 


38. Disconnect P107. 

With an ohmmeter, measure 
the following resistances 
between the indicated 
terminals on J107 connector: 

402402 Motor - General Electric 


P107 


ROUND 
BEARING 
ON 402402 
MOTOR 
^^jT""-^ (Late Design) 
^^^^^^^^^^General Electric 

QUINTUPLE 
(Left Side View) BEARING 

ON 402402 

--r^ MOTOR 

(Late Design) 
^^^^^^^^^^^^Robbins & Myers 

(Left Side View) 
Replace 402402 motor. 




Terminal 1 to 2 — 33 ohms 
Terminal 1 to 3 — 45 ohms 
Terminal 2 to 3 — 12 ohms 
(All readings ±10%) 

402402 Motor — Robbins & Myers 


^402978 
(Rear View) phwpr 

MODULE 

-MOTOR 

/N"- ^ PLUG 

y. — 2 

J107 

Replace entire printer. 


Terminal 1 to 2 — 19 ohms 
Terminal 1 to 3 - 30 ohms 
Terminal 2 to 3 — 11 ohms 
(All readings tlO%) 

Are measured resistances 
correct? 
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ANALYSIS QUESTION 



♦YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



39. Is the imf>eller shaft being 
driven? 



Go to 40. 



Check the 400631 impeller shaft 
drive belt. Replace if worn or 
broken. 

Check the 400280 motor shaft 
sprocket. Replace if worn or 
broken. 

40P151, or 
40P154 



400631 
IMPELLER SHAFT 
DRIVE BELT 




400280 
SPROCKET 



IMPELLER 
SHAFT 



40. Does printer line feed 
properly with printer 
Test switch On? 



400632 
BELT 



40P151. 
or 40P154 



400634 
BELT 



Failure symptoms are: 
No line feed 
Intermittent line feed 
Continuous line feed. 



Go to 44. 



PAWLS 



402905 
SPRING 





GEAR 



Check 400634 line feed 
belts. Replace if worn or 
broken. 

Check line feed pawls for 
engagement with gear. 

Check line feed bail spring. 
Replace if broken or worn. 

MAGNET 
ASSEMBLY 




CORE 

Check loose mounting of line 
feed magnet assembly on its 
core. Replace 402621 line feed 
assembly if magnet coil is loose. 

Go to 41. 
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C. COMPONENT ANALYSIS (Contd) 
5. PRINTER - 80-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 



41. 40P151 

Remove 410076 (or 
410640) circuit card. 

40P154 

Remove 410071 circuit 
card. 

Connect 408646 test 
assembly as shown: 

Caution: Observe caution 
label on 408649 or 408650 
cable when connecting plug 
to J3 or PI 09. 

Operate 402779 line cord 
with switch to On. 

Operate MTR switch on 
408646 test assembly to On. 

Operate LF switch on 
408646 test assembly to On. 

Does the printer line feed? 



"YES" RESPONSE DIRECTIVE 



40P151 




408646 
TEST ASSEMBLY 

Operate 402779 line cord with 
switch Off. 

40P151 

Replace 410076 (or 410640) 
circuit card. 

40P154 

Replace 410071 circuit card. 

After the card is installed, check 
the Impeller Shaft Sensor and 
Flag Sensor adjustment; remake 
if necessary. 



"NO" RESPONSE DIRECTIVE 



40P154 




408646 
TEST ASSEMBLY 



Go to 42. 
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ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


42. Check for -24 V dc ±1% 
between TP2 and TP3 on 
408646 test assembly. 

Is -24 V dc ± 1% present? 


Go to 45. 

ACCESS HO 
FOR ADJUSl 
R9 ON 41015 


Refine -24 V dc adjustment if 
voltage reading is outside 
tolerances. 

^^^^^^^^^^^V^^wtt^ 

<$^¥^^^^ 

LE • "^1 

OOR V^j^ 

(Rear View) 

40P151 

Replace 410150 circuit card. 
40P154 

Replace 410151 circuit card. 


43. Operate the 402779 line 
cord with switch to Off. 

Disconnect P3 (40P1 51) 
or J109 (40P154) test 
cable from printer. 

Measure for 33 ohms 
resistance at the following 
points: 

40P151: At J3 between 
terminals 1 and K. 
40P154: At PI 09 between 
terminals 1 and 4. 

Is measured resistance 
correct? 


Check the following adjustments. 

Clutch Shoe Release Arm 
Line Feed Armature Gap 
Line Feed Bar Eccentric and 
Drive Belt Tension 
Clutch Drive Belt 
Tension 

1 

2 

40P151.or40P154 ' 
Replace 402460 paper I 
handling assembly. ; 

c 

LI 
I 
1 

40 


Replace line feed magnet assem- 
bly: 

40P151, or 40P154 
402621 

1 J ^POLARIZING '-Y^ 
11 E KEY [nV 

O 40 i 39 
J3 Pi 09 

P151 40P154 


44. Place printer LFl - LF2 
switch to position LF2. 

Does the printer double 
line space properly ? 


Go to 48. 


Go to 47. 
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C. COMPONENT ANALYSIS (Contd) 
5. PRINTER - 80-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



•NO" RESPONSE DIRECTIVE 



45. 40P151 

Remove 410076 (or 410640) 
circuit card. 

40P154 

Remove 410071 circuit 
card. 

Connect 408646 test 
assembly as shown. 

Caution: Observe caution 
label on 408649 or 408650 
cable when connecting plug 
to J3 or PI 09 connector. 

Operate 402779 line cord 
with switch On. 

Does the line^ feed lamp on 
408646 test assembly light? 



40P151 




408649 
CABLE 



408646 
TEST ASSEMBLY 



Operate 402779 line cord with 
switch Off. 

40P151 



Replace 410076 (or 410640) 
circuit card. 

40P154 



Replace 410071 circuit card. 

After the card is installed, check 
the ImpeUer Shaft Sensor 
and Flag Sensor adjustment; 
remake if necessary. 



40P154 




408650 
CABLE 



408646 
TEST ASSEMBLY 



Replace 402861 switch. 



Forms LFrTttt 

On 2 / On 




e e e 

Off I Off 
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ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



46. Is the ribbon feed 
mechanism operating 
properly? 

Ribbon spools rotating. 
Ribbon reverse working. 
No ribbon foldover. 

Note: To check ribbon 
reversing, manually operate 
the reversing arms with 
printer operating (printer 
Test switch On). 



Go to 47. 



Check ribbon drive belt. Replace 
if worn or broken. 




DISCS 



400630 
DRIVE BELT 



Remove ribbon mechanism and 
check the following springs. 
Replace if broken. 

400420 
TORSION 
SPRING 



125268 
SPRING 




2836 SENSING 
ARM SPRING 



Replace 402420 ribbon 
mechanism. 

Check the Ribbon Tracking 
adjustment. 



47. Are any characters being 
printed? 



Go to 48. 




.J3 



POLARIZING 
KEY 



Check the following adjustments: 

(1) Impeller Shaft Sensor Gap 

(2) Flag Sensor Gap 

Check impeller sensor for a maxi- 
mum of 145 ohms: 

40P151: Measure at J3 



40P151 



PI 09 




40P154 



between terminals H and J, 

4 0P154: Measure at 

PI 06 between terminals 1 

and 2. 

Check flag sensor for a maximum 
of 145 ohms: 

40 P151: Measure at J3 
between terminals E and F. 

40P154: Measure at 

P106 between terminals 2 and 3. 

Replace sensor (400615) if open 
or resistance exceeds maximum 
requirement. 
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C. COMPONENT ANALYSIS (Contd) 



5. PRINTER - 80-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


47. (Cont) 




40P151 

Replace 410076 (or 410640) 
circuit card. 

40P154 

Replace 410071 circuit card. 

After the card is installed, check 
the Impeller Shaft Sensor and 
Flag Sensor adjustment; remake 
if necessary. 


48. Is the carrier font symbol 
the only symbol printed? 

Font symbols: 
zfip Up-Low 
Monocase 

etc. = 


Go to 49. 


If ! (exclamation) or (under- 
line) are printed, check the 
following adjustments: 

Flag Sensor Gap 
Impeller Shaft Sensor 
Gap 

Flag Sensor Final 
40P151 

Replace 410076 (or 410640) 

circuit card. 

40P154 

Replace the 410071 circuit card. 

After the card is installed, check 
the Impeller Shaft Sensor 
and Flag Sensor adjustment, 
remake if necessary. 


49. Are any columns not 
printing? 


Go to 50. 


Go to 54. 


50. Are any of the following 
groups of columns missing? 

1-12 
13-24 
25-36 

49-60 
61-72 
73-80 


40P151 

Replace 410076 (or 410640) 

circuit card. 

40P154 

Replace 410071 circuit card. 

rxixici buc coTu IS insiaiieQ, cnecK 
the Impeller Shaft Sensor 
and Flag Sensor adjustment; 
remake if necessary. 


Go to 51. 
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ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



51 Of the columns that are 
missing, are they all odd- 
numbered (example: 1, 
3, 19, 71) or are they all 
even-numbered (example: 
2,8,42,68)? • 



Check the position of the anti- 
freeze strip. 

Check for oil on antifreeze strip. 
If present, spray with 337449 
Degreaser (Freon TF). 



Go to 52. 




ANTIFREEZE STRIP 
(Clear Plastic Strip) 



If antifreeze strip is distorted or 
missing, replace entire printer. 



52. Are one or more columns 
missing? 



Check the following adjustments: 

Impeller Shaft Sensor Gap 
Flag Sensor Gap 
Impeller Shaft Sensor 
(Final) 



Go to 53. 



40P151 



Replace 410076 (or 410640) 

circuit card. 

40P154 



Replace 410071 circuit card. 

After the circuit card is installed, 
check the Impeller Shaft 
Sensor and Flag Sensor 
adjustments; remake if necessary. 

Replace entire printer. 



53. Are any characters not 
printed? 



Check type carrier for missing 
pallets. 

Replace type carrier. 
40P151 



Place printer in service. 



Replace 410076 (or 410640) 

circuit card. 

40P154 



Replace 410071 circuit card. 



After the circuit card is installed, 
check the Impeller Shaft 
Sensor and Flag Sensor 
adjustments; remake if necessary. 
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C. COMPONENT ANALYSIS (Contd) 
5. PRINTER - 80-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


54. Is the font symbol clipped 
on the left or right? 


Check the Impeller Shaft 
To Carrier Phasing — Final 
adjustment. 


Go to 55. 


55. Are adjacent characters in 
the type carrier printed in 
place of the proper char- 
acter (T instead of S, B 
instead of A, etc)? 


Check the following adjustments: 

Flag Sensor Gap 
Impeller Shaft Sensor 
Gap 

Check that pallets and flags 
are in proper position. 

Type Carrier Flag Position 

400645AA 43, 107, 171 
400629AB 12, 108 
400774AC 44,108,172 
400775AD 108, 172 
400776AF 12, 108 
400778AH 44, 108, 172 
400779AP 12,108 
400784AN 12, 108 
400785AQ 43, 107, 171 
408346AZ 12, 60, 108, 156 

Replace entire printer. 


Go to 56. 


56. Is copy free of horizontal 
ink smudges caused by the 
ribbon rubbing against the 
paper? 


Go to 57. 


40P151, or 40P154 

Replace 402798 ribbon shield if 

deformed. 

Check the following adjustments: 

Ribbon Guide (Final) 
Paper Positioner 
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ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


57. Is copy free of double print 
or ghost images? 

132-COLUMN 
0.070 INCH 

80-COLUMN ^^^^^^^ 
0.125 INCH 


Go to 58. 

^^402878 GAUGE 


Check the following adjustments: 

Left Carrier Sprocket 
Right Carrier Sprocket 

Check that type pallets are 

cpafArl r»mr»f>rlv in farripr Spnt 

pallets with 402878 gauge. 
Replace type carrier. 

Replace entire printer. 


58. Is the printed copy clear and 
easily readable? 


Go to 59. 


Replace 402444 ribbon. 

Check the following adjustments: 

Backup Bar (Final) 
Left Carrier Sprocket 

T?iffht r^arripr Snrnpkpt 

Ribbon Guide (Final) 

Paper Positioner (40P151, 40P154) 


59. Is printed copy free from 
embossing (esp)ecially 
noticeable on characters such 
as hyphen or underline)? 


Go to 60. 

400645AA 80-Column — Monocas< 
400629AB 80-Column - Up-Low 
400774AC 80-Column - Weather 
4007 7 5 AD 80-Column - Line Dra^ 
4007 76AF 80-Column - Fractions 
Eighths — Up-Low 
4007 7 8 AH 80-Column - Large Go 
400779AP 80-Column - Fractions 
Eighths — Up-Low 
400784AN 80-Column -EBCDIC 
400785AQ 80-Column - EBCDIC 
408346AZ 80-Column - 48-Chara 


Check the Backup Bar (Final) 
adjustment and type carrier 
pallet alignment. 

wing 
in One 

thic with Fractions 
in One 

Monocase 
cter Set 

Check that type pallets are 
seated properly in carrier. Seat 
pallets with 402878 gauge. 

Replace type carrier. 
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C. COMPONENT ANALYSIS (Contd) 
5. PRINTER - 80-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


**NO" RESPONSE DIRECTIVE 


60. Is the print density uniform 
throughout the line without 
gradual variations? 


Go to 61. 


Check the following adjustments: 

Left Carrier Sprocket 
Right Carrier Sprocket 
Backup Bar 


61. Is the print density uniform 
throughout the line without 
random variations? 


Go to 62. 


Check the following adjustment: 
40P151, or40P154 

Paper Positioner 

Replace entire printer. 


62. Are the bottoms of char- 
acters printed clearly (not 
light) at both ends of the 
line? 


Go to 63. 


Check the following adjustments: 

Left Carrier Sprocket 
Right Carrier Sprocket 

Check that ribbon shield is below 
hammer faces. 

Replace printer. 


63. Are all individual characters 
printed clearly when 
received? 


Go to 64. 


Check type carrier for missing, 
broken, distorted, or dirty type 
pallets. 

Replace type carrier. 
Replace printer. 
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ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



64. Are there erratic line feeds 
or some characters printing 
too high? 



AMBER BELT 




Check for bind in paper through- 
out routing path. Check that 
paper is properly feeding 
through tractor assemblies. 

Check the following adjustments: 

Tractor Phasing 



Go to 65. 



Paper Positioner ( 40P151, 



or40P154) 
Replace 400221 idler. 
40P151, or 40P154 



40P151, or 40P154 



If amber belt in tractors is worn 
or broken, replace 402460 paper 
handling assembly. 



65. When a FF character or 
local form feed is received, 
does paper advance one 
form correctly (Forms 
switch On)? 



Go to 68. 



Verify proper belt installation. 

Check that belt is not worn or 
cracked. Replace belt. 

Check that the selector lever on 
the form-out assembly is 
properly de tented. 

Check the following adjustments: 

Form-Out Contact 
Lateral 



Form Selector Lever 



Guide 

Form-Out Gear Backlash 
Form-Out Contact to 
Belt Spacing 
Line Feed Bar Eccentric 
and Drive Belt Tension 

Go to 66. 
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C. COMPONENT ANALYSIS (Contd) 
5. PRINTER - 80-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 



66. Operate 402779 line cokJ 
with switch to Off. 

40P151 

Remove 410076 (or 410640) 

circuit card. 

40P154 

Remove 410071 circuit 
card. 

Connect 408646 test 
assembly as shown. 

Cau tion : Observe cau tion 
label on 408649 or 408650 
cable when connecting plug 
to J3 or PI 09 connector. 

Operate 402779 line cord 
with switch On. 

Place Forms switch on 
printer On, 

Does the FORMS MODE 
lamp on the 408646 test 
assembly light? 



67. Operate MTR switch on the 
408646 test assembly On. 

Operate LF switch on the 
408646 test assembly On. 

Does the END OF FORM 
konp light when the form- 
out contact touches the 
cam lobe on the belt? 



"YES" RESPONSE DIRECTIVE 
40P151 




408646 
TEST 
ASSEMBLY 



Go to 69. 



Replace 402905 spring. 
40P151 

Replace 410076 (or 410640) 

circuit card. 

40P154 

Replace 410071 circuit card. 

After the circuit card is 
installed,check the Impeller 
Shaft Sensor and Flag 
Sensor adjustments; remake 
if necessary. 

Replace printer. 

Check Fomi switdi and cabling 
on cabinet. 



"NO" RESPONSE DIRECTIVE 
40P154 




408646 
TEST 
ASSEMBLY 



Replace 402861 switch. 



40P151, or40P154 
Replace 402570 form-out 
assembly. 
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ANALYSIS QUESTION 



*YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



68. Is paper-out indication 
obtained when a paper-out 
condition exists? 



PAPER BUTTON 




69. Operate 402779 line cord 
with switch Off. 

40P151 



Place printer in service. 
40P151 



Remove 410076 (or 410640) 
circuit card. 

40P154 



Remove 410071 circuit 
card. 

Connect 408646 test 
assembly as shown. 

Caution: Observe caution 
label on 408649 or 408650 
cable when connecting plug 
to J3 or PI 09 connector. 

Operate 402779 line cord 
with switch On. 

Does the FORMS SUPPLY 
lamp on the 408646 test 
assembly light (paper in)? 

Remove paper. Does the 
FORMS SUPPLY lamp 
go out and the ALARM 
lamp light (paper out)? 




408646 
TEST ASSEMBLY 



408649 
CABLE 



Operate 402779 line cord with 

switch Off. 

40P151 

Replace 410076 (or 410640) 

circuit card. 

40P154 

Replace 410071 circuit card. 

After the card is installed, check 
the Impeller Shaft 
Sensor and Flag Sensor 
adjustment; remake if necessary. 



Check the Paper-Out 
Switch adjustment. 



Go to 69. 
40P154 




PI 09 



P103 



408650 
408646 . CABLE 
TEST ASSEMBLY 

40P151, or 40P154 

Replace 402613 switch assembly. 




402613 
PAPER-OUT SWITCH 
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C. COMPONENT ANALYSIS (ContdV 
6. PRINTER - 132-COLUMN TRACTOR FEED 



ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


1. Remove printer from 
cabinet. 

Connect the 402781 ac line 
cord adapter and 402779 
line cord with switch to 
J113 connector. 

Plug 402782 interlock plug 
into J114. 

Set Test switch to Off. 

Operate 402779 line cord 
with switch to On. 

F 

Does printer motor run? 


Go to 2. 

TEST SWITCH ^ 

J114 

ACCESS HOLE 
OR ADJUSTING 
ON 410151 CARD 


Go to 4. 

402779 LINE CORD 
102781 AC WITH SWITCH 
INECORD \ 

402782^^^° 
INTERLOCK ^J^ 
STRAPPING 
PLUG TO J114 


2. Operate 402779 line cord 
with switch to Off. 

Remove 410072 (or 410729) 
circuit card. 

Connect the 408646 test 
assembly as shown. 

Caution: Observe caution 
label on 408648 cable when 
connecting plug to PI 09 
connector. 

Operate MTR switch on 
408646 test assembly to 
Off. 

Operate 402779 line cord 
wim swiicn lo vj'n. 

Does printer motor run? 


P109 

^^^^V/\ PI 03 

408648 
\ CABLE 

408646 
TEST 
ASSEMBLY 

VjrO bO O. 


Replace 410072 (or 410729) 
circuit card. 

Before installing circuit card, 
check the Power Supply Voltage 
adjustment. With a volt-ohmmeter, 
check -24 V dc + 10% between TP3 
and TP2, TPS and TPl on 408646 
test assembly. If the voltage is out- 
side the required limits, adjust 
R9 resistor on 410151 circuit 
card. See illustration in step 1. 
After the ciicuit card is installed, 
check the Impeller Shaft Sensor 
and Flag Sensor adjustments; 
remake if necessary. 
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ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


3. Does the TEST lamp on 
408646 test assembly light? 


Replace 402861 Test switch. 

j^^^^,^^ TEST SWITCH 

^^^^ 


Replace 410155 circuit card 
assembly, 

410155 


CD=§==^ (Rear View) 

Replace printer. 


4. Operate Test switch on 
printer to On. 

Does the printer motor 
run? 


Go to 22. 


Go to 5. 


5. Is the motor gear and 

associated drive mechanisms 
free to operate (no 
mechanical bind)? 

(Rear Viex 

ACC 
REJ 


Check FlOO fuse. If blown, 
replace with 143306 fuse (1 amp 
SL-BL MDL-1). If fuse blows 
again, go to 6. Check thermal 
overload protector — depress 
RED reset button on fan end of 
motor. 

Go to 13.^-^ FlOO 

ESS HOLE TO^S* S^^^ 
JET BUTTON ^^^^^^^f^^ 


If mechanical bind is not clearly 
evident and easily rectified, 
replace entire printer. 

RESET BUTTON 
(On side — General 
Electrir motor) 

"^^^^^^^^^TON 
(Attop-Robbins 

. MOTOR< 

**** '"^f^^^^^^^ 


6. Disconnect PlOl. 

Operate 402779 line cord 
with switch to On. 

Does bench fuse blow? 

1 

FlOO FUS] 


Problem is in test cable or 
printer cable (PlOl to J113). 
Locate short. 

Replace FlOO fuse (143306). 

J117 j^^aBb 

.^^^^ 


Operate 402779 line cord with 
switch Off. 

Go to 7. 
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C. COMPONENT ANALYSIS fContd) 
6. PRINTER - 132-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



♦NO" RESPONSE DIRECTIVE 



7. Reconnect PlOl. Dis- 
connect PI 00 on the motor 
control assembly. 

Operate 402779 line cord 
switch to On. 

Does FlOO fuse blow? 



PI 06 



Operate 402779 line cord with 
switch Off. 

Replace FlOO fuse (143306). 
Go to 12. 

PI 00 



Operate 402779 line cord 
switch Off. 

Go to 8. 




410151 
CARD 



402720 
POWER 
MODULE 



8. Reconnect PIOO. Dis- 
connect PI 05 on the motor 
control assembly. 

Operate 402779 line cord 
with switch to On. 

Does FlOO fuse blow? 



Operate 402779 line cord with 
switch Off. 

Replace FlOO fuse (143306). 
Go to 9. 



PlOO 



402660 
PAPER HANDLING 
ASSEMBLY 



P107 



TlOO 
TRANSFORMER 




Replace 410072 (or 410729) 
circuit card. 

After the cu'cuit card is installed, 
check th e Impeller Shaft Sensor 
and Flag Sensor a djustments; 
remake if necessary. 



PI OS 



402402 
MOTOR 



402720 
POWER 
MODULE 
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ANALYSIS QUESTION 



•YES" RESPONSE DIRECTIVE 



*N0*' RESPONSE DIRECTIVE 



9. Reconnect P105. 

Disconnect PI 07. Operate 
402779 line cord with 
switch to On. 

Does FlOO fuse blow? 



Operate 402779 line cord with 
switch Off. 

Replace 410155 circuit card. 
Replace FlOO fuse (143306). 
Go to 10. 



Replace 402402 motor. 



10. Reconnect PI 07. Remove 
410151 circuit card from 
J102 receptacle. Operate 
402779 line cord with 
switch to On. 

Does FlOO fuse blow? 



Replace 410151 circuit card. 



Operate 402779 line cord with 
switch Off. 

Replace FlOO fuse (143306). 

402742 

Go to 11. ciR^mT CARD TRANSFORMER 




FlOO 



11. Reinsert 410151 circuit card. 
Remove 410072 (or 410729) 
circuit card. 

Operate 402779 line cord 
with switch to On. 

Does FlOO fuse blow? 



Operate 402779 line cord with 
switch Off. 

Reconnect 410072 (or 410729) 
circuit card. 

Replace FlOO fuse (143306). 
Go to 12. 



Operate 402779 line cord with 
switch Off. 

Replace 410072 (or 402729) 
circuit card. 

After the circuit card is installed, 
check the Impeller Shaft Sensor 
and Flag Sensor adjustments; 
remake if necessary. 



12. With an ohmmeter, check 
for short between primary 
and secondary windings on 
TlOO transformer. Is 
transformer shorted? 



Replace TlOO transformer 
(402742). 

PRIMARY WINDING 

\ 



Replace entire printer. 



SECONDARY WINDING 
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C. COMPONENT ANALYSIS (Contd) 
6. PRINTER - 132-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



13. Remove 410072 (or 410729) 
circuit card from printer. 

Connect the 408646 test 
assembly as shown. 

Caution: Observe caution 
label on 408648 cable when 
connecting plug to PI 09 
connector. 

Operate 402779 line cord 
with switch to On. 

Operate MTR switch on 
408646 test assembly to On. 

Does printer motor run? 



Go to 14. 



PI 09 

CAUTION 
LABEL — 





408648 
408646 CABLE 
TEST 
ASSEMBLY 



Operate 402779 line cord with 
switch Off. 

Replace 410072 (or 410729) 
circuit card. 

After the card is installed, check 
the Impeller Shaft Sensor 
and Flag Sensor adjustments; 
remake if necessary. 



14. With a volt-ohmmeter, check 
-24 V dc +1% between TPS 
and TP2,TP3and TPl on 
408646 test assembly. 

Is -24 V dc present? 



Go to 15. 



410151 
CIRCUIT CARD 




Fl 
321955 
(2-1/2 F.B.) 




Check Fl (long fuse on top 
right of 410151 circuit card). 

If fuse is blown, replace with 
321955 (2-1 '2 amp fast blow) 
fuse. If fuse blows again, replace 
410151 circuit card. Replace 
318835 Q2 transistor. Replace 
402720 power module. 

(Resr View) 




ACCESS 
HOLE 
FOR Fl 

TRANSFORMER 
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ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


15. Operate printer Test switch 
to On. 

Does the TEST lamp on 
408646 test assembly 
light? 


Go to 16. 


Replace 402861 Test switch. 


16. Operate the 402779 line 
cord with switch to Off. 

Disconnect PlOO plug from 
410155 circuit card 
assembly. 

Operate the 402779 line 
cord with switch to On. 

Measure 117 V ac between 
terminals 2 and 3 on PlOO 
connector. 

Is 117 V ac present? 


PIO' 

Operate 402779 line cord 
with switch Off. 

Go to 17. 


1 hi 

'% 




PlOO 


P105 


JlOl- 

Chec 
1 and 


f 410155 402720 
V CARD POWER 
1 3 \ MODULE 

4-<2 1 2 3 

!_^^ < o o o] PlOO 

PlOO 

i wiring from JlOl terminals 
I 3 to PlOO terminals 3 and 2. 


17. Reconnect PlOO. Disconnect 
PI 05 plug. 

Operate 402779 line cord 
with switch to On. With a 
volt-ohmmeter, check for 
-24 V dc between terminals 
1 and 3 on P105. 

1 2 S 

<0 O O|Pl05 

Is -24 V dc present? 


Operate 402779 line cord with 
switch Off. 

Go to 18. 


Check w 
1 and 3 t 
6. 


iring frc 
OP109 

1 3 

✓ Y 

5 6 


»m P105 terminals 
terminals 5 and 

- P105 
-P109 


18. Reconnect PI 05. Disconnect 
P107 on the motor control 
assembly. 

Operate 402779 line cord 
with switch to On. 


Operate 402779 line cord with 
switch Off. 

Go to 19. 


Replace 410155 circuit card 
assembly. 
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C. COMPONENT ANALYSIS fContd) 
6. PRINTER - 132-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 



'YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



18. (Cont) 

With a volt-ohmmeter, 
check for 115 V ac between 
terminals 1 and 2 and 
between 2 and 3 on P107. 

Is 115 V ac present? 



410155 
MOTOR CONTROL 

CARD P107 



J' >i' 



19. Reconnect P107. Disconnect 
J117 connector from power 
module. 

Operate 402779 line cord 
with switch to On. 

Measure 14 V ac between 
terminals 1 and 3 and 
between terminals 3 and 
5 on PI 17 connector. 

Is 14 V ac present? 




Check F3 and F4 fuses. 
If blown, replace with 
129919 fuse, 4.0A SL-BL. 
Go to 20. 



20. Measure 9.2 V ac between 
terminals 2 and 3 and 
between terminals 3 and 
4 on PI 17 connector. 

Is 9.2 V ac present? 



Reconnect Jl 17. 

Operate 402779 line cord 
with switch to Off. 

Go to 21. 



Replace 402720 power 
module. 



21. Disconnect P107. 

With an ohmmeter, 
measure the following 
resistances between the 
indicated terminals on 
J107 connector: 

402402 Motor - General Electric 



J107 P107 



Terminal 1 to 2 — 33 ohms 
Terminal 1 to 3 — 45 ohms 
Terminal 2 to 3 ~ 12 ohms 
(All readings + 10%) 

402402 Motor -4lobbins & Mvers 




(Rear View) 



402720 
POWER 
MODULE 



Terminal 1 to 2 — 19 ohms 
Terminal 1 to 3 — 30 ohms 
Terminal 2 to 3 — 11 ohms 
(All readings + 10%) 

Are measured reastances 
correct? 





ROUND 
BEARING 
ON 402402 

MOTOR 
(Late Design) 
General Electric 



QUINTUPLE 
BEARING 
ON 402402 

MOTOR 
(Late Design) 
Robbins & Myers 



ai07 

Replace entile printer. 



(Left Side View) 



Replace 402402 motor. 
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ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



22. Is the impeller shaft being 
driven? 



400631 
DRIVE BELT 



Go to 23. 





Check the 400631 impeller shaft 
drive belt. Replace if worn or 
broken. 

Check the 400280 motor shaft 
sprocket. Replace if worn or 
broken. 



400280 
SPROCKET 



IMPELLER 
SHAFT 



23. Does printer line feed 
properly with Test switch 
On? 



Go to 27. 



402905 
SPRING 



Failure symptoms are: 
No line feed 
Intermittent line feed 
Continuous line feed. 

400632 
BELT 




AWLS 



GEAR 



Check 400634 or 400632 line 
feed belts. Replace if worn or 
broken. 




MAGNET 
ASSEMBLY 




Check line feed pawls for 
engagement with gear. 

Check line feed bail spring. 
Replace if broken or worn. 

Check loose mounting of line 
feed magnet assembly on its core. 
Replace 402621 line feed 
assembly if magnet coil is loose. 

Go to 24. 



400634 
BELT 



CORE 
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C. COMPONENT ANALYSIS (Contd) 
6. PRINTER - 182-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 



•YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



24. Remove 410072 (or 410729) 
circuit card. 

Connect 408646 test 
assembly as shown. 

Caution: Observe caution 
label on 408648 cable when 
connecting plug to PI 09. 

Operate 402779 line cord 
with switch to On. 

Operate MTR switch on 
408646 test assembly to 
On. 

Operate LF switch on 
408646 test assembly to 
On. 

Does the printer line feed? 




Go to 25. 



408648 
CABLE 



408646 
TEST ASSEMBLY 



Operate 402779 line cord with 
switch Off. 

Replace 410072 (or 410729) 
circuit card. 

After the card is installed, check 
the Impeller Shaft Sensor 
and Flag Sensor adjustments ; 
remake if necessary. 



25. Check for -24 V dc+1% 
between TP2 and TP3 on 
408646 test assembly. 

Is -24 V dc±l% present? 



Go to 26. 




Refine -24 V dc adjustment, if 
voltage reading is outside toler- 
ances. 

Replace 410151 circuit card. 



ACCESS HOLE 
FOR ADJUSTING 
R9 ON 410161 
CARD 



(R«ar View) 
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ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



26. Operate the 402779 line 
cord with switch Off. 

Disconnect J109 test cable 
from printer. 

Measure for 33 ohms 
resistance at P109 between 
terminals 1 and 4. 

Is measured resistance 
correct? 



Check the following adjustments: 

Clutch Shoe Release Arm 
Line feed Armature Gap 
Line Feed Bar Eccentric 
and Drive Belt 
Tension 

Clutch Drive Belt 
Tension 



Replace 402621 line feed 
magnet assembly. 



Replace 402660 paper handling 
assembly. 



40 eS 



39 



P109 



27. Place printer LFl - LF2 
switch to position LF2. 

Does the printer double 
line space properly? 



Go to 29. 



Go to 28. 



28. Remove 410072 (or 410729) 
circuit card from printer. 

Connect 408646 test 
assembly as shown. 

Cau tion : Observe can tion 
label on 408648 cable when 
connecting plug to PI 09 
connector. 

Operate 402779 line cord 
with switch On. 

Does the LINE FEED lamp 
on 408646 test assembly 
light? 



Replace 410072 (or 410729) 
circuit card. 

After the card is installed, check 
the Impeller Shaft Sensor 
and Flag Sensor adjustments; 
remake if necessary. 




408646 
TEST ASSEMBLY 



408648 
CABLE 



Replace 402861 switch 

Form* LF l9ty 

On 2 ptT 

flflfl 

e d 

Off I Off 
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C. COMPONENT ANALYSIS (Contd) 
6. PRINTER ia2^LUMN TRACTOE FEED (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



29. Is the ribbon feed mech- 
anism operating properiy? 

Ribbon spools rotating. 
Ribbon reverse working. 
No ribbon foldover. 

Note: To check ribbon 
reversing, manually operate 
the reversing arms with 
printer operating (printer 
Test switch On). 



Go to 30. 



Check ribbon drive belt. Replace 
if worn or broken. 




DISCS 



400635 
DRIVE BELT 



Remove ribbon mechanism and 
check the following springs. 
Replace if broken. 

125268 400420 
SPRING TORSION 
SPRING 




2836 SENSING 
ARM SPRING 

Replace 402420 ribbon 
mechanism. 

Check the Ribbon Tracking 
adjustment. 



30. Are any characters being 
printed? 



Go to 31. 




Check the following adjustments: 

Impeller Shaft Sensor 
gap 

Flag Sensor Gap 



P109 



410072 
OR 410729 
CARD 



Check impeller sensor for a maxi- 
mum of 145 ohms. Measure at 
P106 between terminals 1 and 2. 

Check flag sensor for a maximum 
of 145 ohms. Measure at PI 06 
between terminals 3 and 4. 

Replace 400615 sensor, if open 
or resistance exceeds maximum 
requirement. 
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ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


30. (Cont) 




Replace 410072 (or 410729) 
circuit card. 

After the card is installed, check 
the Impeller Shaft Sensor 
and Flag Sensor adjustments; 
remake if necessary. 


31. Is the carrier font symbol 
the only symbol printed? 

Font symbols: 

jgi Up-Low 

=A= Monocase 

etc. 


Go to 32. 


If ! (exclamation) or^(under- 
line) are printed, check the 
following adjustments: 

Flag Sensor Gap 


Impeller Shaft Sensor 


Gap 

Flag Sensor (Final) 


Replace the 410072 (or 410729) 
circuit card. 

After the card is installed, check 
the Impeller Shaft Sensor 

oliu r Xa(^ OcnaUr aUJUatlllcIlbb, 

remake if necessary. 


32. Are any columns not 
printing? 


Go to 33. 


Go to 37. 


33. Are any of the folloMong 
groups of columns missing? 

1-12 

13-24 

25-36 

37-48 

49-60 

61-72 

73-84 

85-96 

97-108 
109-120 
121-132 


Replace 410072 (or 410729) 
circuit card. 

After the card is installed, check 
the Impeller Shaft Sensor 
and Flag Sensor adjustments; 
remake if necessary. 


Go to 34. 1 
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C. COMPONENT ANALYSIS (Contd^ 
6. PRINTER - 132-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


34. Of the columns that are 
missing, are they all odd- 
numbered (example: 1, 
3, 19, 71) or are they all 
even-numbered (example: 
2,8,42,68)? 


Check the position of the anti- 
freeze strip. 

Check for oil on antifreeze strip. 
If present, spray with 337449 
D^easer (Freon TF). 

vJS FVKs tea* 1 

JL ^ \ 

If antifreeze strip is distorted or 
missing, replace entire printer. 


Go to 35. 

ill 

' ANTIFREEZE STRIP 
(Clear Plastic Strip) 


35. Are one or more columns 
missing? 


Check the following adjustments: 

Impeller Shaft Sensor 
^ap 

Flag Sensor Gap 
Impeller Shaft Sensor 
(fiVal) 

Replace 410072 (or 410729) 
circuit card. 

After the circuit card is installed, 
check the Impeller Shaft 
Sensor and Flag Sensor 
adjustments; remake if necessary. 

Replace entire printer. 


Go to 36. 


36. Are any characters not 
printed? 


Check type carrier for missing 
pallets. 

Replace type carrier. 

Replace 410072 (or 410729) 
circuit card. 

After the circuit card is installed, 
dieck the Impeller Shaft 
Sensor and Flag Sensor 
Sbajustments; remake if necessary. 


Place printer in service. 
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ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


37. Is the font symbol clipped 
on the left or right? 


Check the Impeller Shaft 
to Carrier Phasing — Final 
adjustment. 


Go to 38. 


38. Are adjacent characters in 
the type carrier printed in 
place of the proper char- 
acter (T instead of S, B 
instead of A, etc)? 


Check the following adjustments: 

Flag Sensor Gap 
Impeller Shaft Sensor 
Gap 

Check that pallets and flags are 
in proper position. 

Type Carrier Flag Position 
400777AG 68, 164, 260 
400780AL 4, 68, 132, 164, 22 
400783AM 68, 164, 260 
400887AS 4, 68, 132, 164, 22{ 
408271AX 20, 68, 116, 164, 2] 

Replace entire printer. 


Go to 39. 

B 

L2, 260 


39. Is copy free of horizontal 
ink smudges caused by the 
ribbon rubbing against the 
paper? 


Go to 40. 


Replace 402686 ribbon shield if 
deformed. 

Check the following adjustments: 

Ribbon Guide (Final) 
Paper Positioner 


40. Is copy free of double print 
or ghost images? 

132-COLUMN 
0.070 INCH ■ 1 

80-COLUMN 

0.125 INCH ^^.-^^^^^^^^^-^Z^^ 

402 


Go to 41. 
S878 GAUGE 


Check the following adjustments: 

Left Carrier Sprocket 
Right Carrier Sprocket 

Check that type pallets are seated 
properly in carrier. Seat pallets 
with 402878 gauge. Replace type 
carrier. 

Replace entire printer. 
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C. COMPONENT ANALYSIS (Contd) 
6. PRINTER - 132-COLUMN TRACTOR FEED (Contd) \ 



ANALYSIS QUESTION 


**YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


41. Is the printed copy clear 
and easily readable? 


Go to 42. 


Replace 402444 ribbon. 

Check the following adjustments: 

Backup Bar (Final) 
Left Carrier Sprocket 
kight Carrier Sprocket 
Ribbon Guide (Final) 
Paper Positioner 


42. Is printed copy free from 
embossing (especially 
noticeable on characters 
such as hyphen or 
underline)? 


Go to 43. 

40G777AG Tractor 132-Column - 
400780AL Tractor 132-Column - 
400783AM Tractor 132-Column - 
400887 AS Tractor 132-Column - 
408271AX Tractor 132-Column - 


Check the Backup Bar (Final) 
adjustment and type carrier 
pallet alignment. 

- Up-Low (ASCII) 
Monocase (ASCII) 

- Up-Low (EBCDIC) 
Monocase (EBCDIC) 
■ 48-Character Set 

Check that type pallets are seated 
properly in carrier. Seat pallets 
with 402878 gauge. 

Replace type carrier. 


43. Is the print density uniform 
throughout the line without 
gradual variations? 


Go to 44. 


Check the following adjustments: 

Left Carrier Sprocket 
Right Carrier Sprocket 
Backup Bar 


44. Is the print density uniform 
throughout the line without 
random variations? 


Go to 45. 


Check the following adjustment: 
Paper Positioner 
Replace entire printer. 


45. Are the bottoms of char- 
acters printed clearly (not 
light) at both ends of the 
line? 


Go to 46. 


Check the following adjustments: 

Left Carrier Sprocket 
Ri^ht Carrier Sprocket 

Replace printer. 
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ANALYSIS QUESTION 


"YES" RESPONSE DIRECTIVE 


"NO" RESPONSE DIRECTIVE 


46. Are all individual characters 
printed clearly when 
received? 


Go to 47. 


Check type carrier for missing, 
broken, distorted, or dirty type 
pallets. 

Replace type carrier. 
Replace printer. 


47. Are there erratic line feeds 
or some characters printing 
too high? 

^^^^^^^^^^^^^^^^ 


Check for bind in paper through- 
out routing path. Check that 
paper is properly feeding through 
tractor assemblies. , 

Check the following adjustments: 

Paper Positioner 
Tractor Phasing 

rvepiacc tuu^^j. iciicr. 

If amber belt in tractors is worn 
or broken, replace 402660 paper 
handling assembly. 


Go to 48. 


48. When a FF character or 
local form feed is received, 
does paper advance one 
form correctly (Forms 
switch On)? 


Go to 51. 


Verify proper belt installation. 

Check that belt is not worn or 
cracked. Replace belt. 

Check that the selector lever on 
the form-out assembly is properly 
detented. 

Check the following adjustments: 

Form-Out Contact 
Lateral 

Form Selector Lever 
Guide 

Form-Out Gear Backlash 
Form-Out Contact to 
Belt Spacing 
Line Feed Bar Eccentric 
and Drive Belt Tension 

Go to 49. 
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C. COMPONENT ANALYSIS (Contd) 
6. PRINTER - 132-COLUMN TRACTOR FEED (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



49. Operate 402779 line cord 
with switch to Off. 

Remove 410072 (or 410729) 
circuit card. 

Connect the 408646 test 
assembly as shown. 

Caution: Observe caution 
label on 408648 cable when 
connecting plug to PI 09. 

Operate 402779 line cord 
with switch to On. 

Place Forms switch on 
printer to On. 

Does the FORMS MODE 
lamp on the 408646 test 
assembly light? 




408648 
CABLE 



408646 
TEST ASSEMBLY 



Go to 50. 



Replace 402881 switch. 



50. Operate MTR switch on the 
408646 test assembly to On. 

Operate LF switch on the 
408646 test assembly to On, 

Does the END OF FORM 
lamp light when the form- 
out contact touches the 
cam lobe on the belt? 



Replace 402905 spring. 

Replace 410072 (or 410729) 
circuit card. 

After the circuit card is installed, 
check the Im peller Shaft 
Sensor a nd Hag Sensor 
adjustments ; remake if necessary. 

Replace printer. 

Check Foim switch and cabling 
on cabinet. 



Replace 402570 form-out 
assembly. 



51. Is paper-out indication 
obtained when a paper- 
out condition exists? 



PAPER BUTTON 




Check the Paper-Out Switch 
adjustment. 



Place pciiiter in service. 



Qo to 52. 
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ANALYSIS QUESTION 



"YES" RESPONSE DIRECTIVE 



"NO" RESPONSE DIRECTIVE 



52. Operate 402779 line cord 
with switch Off. 

Remove 410072 (or 410729) 
circuit card. 

Connect 408646 test 
assembly as shown. 

Caution: Observe caution 
label on 408648 cable when 
connecting PI 09 plug. 

Operate the 402779 line 
cord with switch to On. 

Does the FORMS SUPPLY 
lamp on the 408646 test 
assembly light (paper in)? 

Remove paper. Does the 
FORMS SUPPLY lamp 
go out and the ALARM 
lamp light (paper out)? 



Replace 410072 (or 410729) 
circuit card. 

After the circuit card is installed, 
check the Impeller Shaft 
Sensor and Flag Sensor 
adjustments; remake if necessary. 




408648 
CABLE 



408646 
TEST ASSEMBLY 



Replace 402510 paper-out switch. 




402510 
PAPER-OUT 
SWITCH 
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C. COMPONENT ANALYSIS (Contd) 
7. CONTROLLER (KP and ROP) 

The use of Controller Arrangement Forms is necessary to troubleshoot using self- 
test. Refer to Pages 153 through 164 of INSTALLATION MANUAL 492. 



Sample Controller Arrangement Form 



CARD POSITION 



10 



11 



12 



CARD NO. 




0U-TEST 
•""^ SWITCH 



"CONTINUE" 
LIGHT 
PATHERN 

o 
o 






• 


o 


• 


o 


• 


• 


• 


o 


o 


# 


# 


o 


o 


• 


• 


• 


• 


o 


o 


o 


o 


o 


o 



TROUBLE LIGHT PATTERNS 

If one of these light patterns 
exist during the self-test, replace 
circuit card indicated. Switch 
settings should be checked 
before replacing circuit card. 



■ When this pattern occurs during 
self -test, deprew the continue switch. 



NOTE ; Somte arrangements have more than one continue light pattern. 



ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


1. Do all three voltage 

indicators light on power 
supply when power is 
turned on? 


Go to 2. 


Go to Page 4-5, 1. 40PSU103 
POWER SUPPLY. 


2. Depress and hold test 

switch. J>o all pattern and 
run lamps light? 


Go to 4. 


Go to 3. 


3. Do correct voltages appear 
at power supply output 
termlndls? Refer to Page 
4-5, 1. 4GPSU103 POWER 
SUPPLY for voltages. 


Go to 4. 


Go to Page 4-5, 1. 40PSU103 
POWER SUPPLY. 
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ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


4, Replace 410401 circuit card 
in slot 2 of controller. 
Depress test switch. Do 
all pattern lamps and run 
lamp light? 


Go to 7. 


Go to 5. 


5. Replace 410400 circuit card 
in slot 1 of controller. 
Depress test switch. Do 
all pattern lamps and run 
lamp light? 


Go to 7. 


Go to 6. 


6. Remove remaining cards one 
at a time. After each card 
is removed, push test 
switch to see if all 
pattern lamps and run lamp 
light. Replace defective 
card and go to 7. 


Go to 7. 


Go to 7. 


7. Release test switch. Con- 
troller will automatically 
run self-test. Does a 
trouble light pattern 
appear on pattern lamps? 


Go to 8. 


Go to 10. 


8. Before removing circuit 
card indicated by trouble 
light pattern, be sure 
card is properly seated 
in card connector. Does 
trouble light pattern 
repeat when test is run 
again? 


Go to 9. 


Go to 10. 


9. Remove circuit card indi- 
cated by trouble light 
pattern. Check setting 
of address switches on 
card. Refer to Pages 153 
through 164, of INSTALLA- 
TION MANUAL 492 for appro- 
priate form. Were switch 
settings correct? 


Replace circuit 
card. 


Correct switch settings 
and retest. 
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C. COMPONENT ANALYSIS (Contd) 
7. CONTROLLER (KP and ROP) (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE 
DIRECTIVE 



"NO RESPONSE 
DIRECTIVE 



10. Does controller arrangement 
have continue light pattern? 
Does a continue light pat- 
tern appear on pattern 
lamps? 



Push continue 
switch. 

Go to 11. 



Go to 11. 



11. Does set have a full opcon? 



Go to 12. 



Go to 35. 



12. In local mode do characters 
generated on opcon appear 
on printer? 



Go to 15 



Go to 13. 



13. Do SSI signals appear at 
posts D25, 26, 27, and 28 
and Dll, 12, 13, and 14 of 
410592 circuit card on 
right wall of controller? 



O-Om:. 


410592 I 
ASSEM. , 

< 


15* «» * « 
B 


888 




e a • ■ 

oo 

» ISS. 



Check wiring to 
opcon. 

Check wiring to 
printer. 

Refer to WDPs sup- 
plied with set. 

(Continuity test) 



Replace 410406 circuit card 
Replace 410592 circuit card, 



_ JUil 



I m I — fi 
m ' - W 



5eK BIT/SEC 



n V 
V 
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ANALYSIS QUESTION 



"YES" RESPONSE 
DIRECTIVE 



"NO" RESPONSE 
DIRECTIVE 



14. On KDP Set, can informa- 
tion on display be trans- 
ferred to printer by 
depressing PRINT LOCAL? 
(Place ETX at end of mes- 
sage, home cursor, depress 
PRINT LOCAL.) 



Go to 15. 



Go to 13. 



15. Place KP Sets in SEND. 
If set is full duplex, 
temporarily add a strap 
between terminal block 
in interface assembly. 
In above mode, do charac- 
ters generated on key- 
board appear on printer? 



Go to 29, 



Go to 16. 



16. When sending characters do 
the send mark and space 
lamps on 410411 CIU circuit 
card flicker? 



Go to 23, 



Go to 17. 



17. Is there approximately a 

+5 V dc signal at pin 5 of 
OPT 6 on 410596 circuit 
card on right wall of con- 
troller? 



Go to 20 



Go to 18. 



-OO- -DO 



<SD- 




-QD- 






-r5> 
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C. COMPONENT ANALYSIS (Contd) 
7- GONTROLLER (KP and ROP) (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


18. Is the clear-to-send 
input being used in 
this set? Check if 
there is a card in 
card connector Z4 of 
interface. 


Go to 19. 


Check wiring in interface. 
Refer to 9575WD in WDP 
supplied with set. 

Replace 410596 circuit 
card . 


19. Is there a +1.5 V dc signal 
at post D14 of 410596 cir- 
cuit card? 


Go to Page 4-105, 
9. INTERFACE. 


Check wiring in interface. 
Refer to 9575WD in WDP 
supplied with set. 

Replace 410596 circuit card. 


20. Is set progranimed for 
isochronous operation? 


Go to 21. 


Go to 23. 


21. Is there a to +1.5 V dc 
clock signal at post Dl6 of 
410596 circuit card? 

NOTE : When checking this 
signal, the scope or meter 
common should be connected 
to post D6. 

+1 5 V 


Go to 22. 


Check wiring in interface. 
Refer to 9575WD in WDP 
supplied with set. 

Go to Page 4-105, 
9. INTERFACE. 


OV 




22. Is there a to +5 V dc 
clock signal at pin 5 of 
OPT 5 of 410596 circuit 
card? 


Replace 410411 
circuit card. 


Replace 410596 circuit card. 


23. When sending a charac- 
ter, do the receive 
mark and space lamps 
flicker on 410411 cir- 
cuit card. : 


Replace 410411 
circuit card. 


Go to 24. 
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ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


24. Is there a to +1.5 V dc 
inverted character signal 
at post D5 of 410596 cir- 
cuit card? 

NOTE: When checking this 
signal, the scope or meter 
common should be connected 
to post D6. 


Go to 25. 


Check wiring in interface. 
Refer to 9575WD in WDP 
supplied with set. 

Go to Page 4-105, 
9. INTERFACE. 


25. Is there a to +5 V dc 

character signal at pin 4 
of OPT 2 on 410596 circuit 
card? 


Go to 26. 


Replace 410596 circuit 
card. 


26. Is set programmed for 
isochronous operation? 


Go to 27. 


Replace 410411 
circuit card. 


27. Is there a to +5 V dc 
clock signal at pin 5 of 
OPT 3 on 410596 circuit 
card. 


Replace 410411 
circuit card. 


Go to 28. 


28. Is there a to +1.5 V dc 
clock signal at post D7 of 
410596 circuit card? 

NOTE: When checking this 
signal, the scope or meter 
common should be connected 
to post D6. 


Replace 410596 cir- 
cuit card. 


Check wiring in interface. 
Refer to 9575WD in WDP 
supplied with set. 

Go to Page 4-105, 
9. INTERFACE. 


29. When KP Sets are 
in RECEIVE does 
TERM READY lamp 
light? 


Go to 32. 


Go to 30. 


30. Is there a V dc signal at 
pin 1 of OPT 1 of 410596 
circuit card on right wall 
of controller? 


Go to 31. 


Check wiring to back 
panel. Replace 410411 
CIU circuit card. 


31. Is there approximately a 
+5 V dc signal at post D2 
of 410596 circuit card? 

NOTE: When checking this 

coinnon should be connected 
to post D6. 


Check wiring in 
interface. Refer 
to 9575WD in WDP 
supplied with set. 

no to Paee 4-1 OS 
9. INTERFACE. 


Replace 410596 circuit card. 
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C. COMPONENT ANALYSIS (Contd) 
7. CONTROLLER (KP and ROP) (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


32. When KP Sets are in LOCAL 
is TERM READY lamp off? 


Go to 33. 


Check SSI signal to opcon. 
Go to Page 4-9. 2. OPCON. 


33. Is there approximately a 
+1.5 V dc signal at pin 1 
of OPT 1 on 410596 circuit 
card? 


Go to 34. 


Check wiring to back panel. 

Replace 410411 CIU 
circuit card. 


34. Is there approximately a 
V dc signal at post D2 
of 410596 circuit card? 

NOTE: When checking this 
signal, the scope or meter 
common should be connected 
to post D6. 


Place controller in 
service. 


Replace 410596 circuit card. 


35. After completing controller 
self -test, does TERM READY 
lamp light? (Paper in 
printer, printer cover 
closed. ) 


Go to 40. 


Go to 36. 


36. Did all lamps flash during 
controller self-test? 


Go to 37. 


Check wiring from back panel 
to 410592 circuit card. 

Check wiring in inter- 
connection module. 

Check wiring from controller 
to opcon. 

Refer to Page 4-9, 
2. OPCON. 
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ANALYSIS QUESTION 



"YES" RESPONSE 
DIRECTIVE 



"NO" RESPONSE 
DIRECTIVE 



37. 



Do SSI signals appear at 
posts D28 and 27 of 410590 
circuit card mounted on 
right wall of controller? 



Go to 39 



Go to 38. 




n 



1 V 



56K BIT/SEC 



V 



38. Disconnect ribbon connector 
B from 410590 circuit card. 
Are SSI signals present at 
pins 1 and 2 of connector? 



Replace 410590 cir- 
cuit card. 



Check wiring to back panel. 



39. Are SSI signals present on 
posts D25 and 26 of 410590 
circuit cards? 



One SSI lead from 
printer could be 
open. 

Check wiring to 
printer. 

Refer to Page 4-15, 
3. PRINTER. 



SSI circuit to printer open. 

Check wiring in inter- 
connection module. 

Check wiring to printer. 

Refer to wiring diagrams 
furnished with set. 



40. When test switch is 

depressed, does printer 
print U*U* or RYRY test 
pattern? 



Go to 42, 



Go to 41. 



41. Does a V dc signal appear 
at post DIO of 410590 cir- 
cuit card when test switch 
is depressed? 



Check wiring to 
back panel. 



Check wiring of inter- 
connection module. 

Check wiring to opcon. 

Check keyswitch in opcon, 
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C. COMPONENT ANALYSIS (Contd) 
7. CONTROLLER (KP and ROP) (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE 
DIRECTIVE 



"NO" RESPONSE 
DIRECTIVE 



42. When OPT II key is 

depressed, does V appear 
at post D13? 



Go to 43, 



Check wiring of inter- 
connection module. 

Check wiring to opcon. 

Check key switch in opcon. 



43. When set is receiving data 
from an external source, 
does printer copy message 
correctly? 



Place set in 
service. 



Go to 44. 



44. When receiving a character, 
do receive mark and space 
lamps on 410411 circuit 
card flash? 



Replace 410411 
circuit card. 



Go to 45. 



45. Is there a to +1.5 V dc 
inverted character signal 
at post D5 of 410596 
circuit card? 

NOTE ; When checking this 
signal, the scope or meter 
common should be connected 
to post D6. 



Go to 46 



Check wiring in interface 
Refer to 9575WD in WDP 
supplied with set. 

Go to Page 4-105, 
9. INTERFACE. 



^2 



- na~> - <5> 

Ion ij \tK jj 



-Ci> 


■CE> 


-cs> 


-rasB- 




-CS3- 



KSE- O O O 
-Qjiy <5> -C5l> - ffPBV 



tf>8 



46. Is there a to +5 V dc 
character signal at pin 4 
of OPT 2 on 410596 circuit 
card? 



Go to 47 



Replace 410596 circuit card, 
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ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE ' 


47. Is set programmed for 
isochronous operation? 


Go to 48. 


Replace 410411 circuit 
card . 


48. Is there a to +5 V dc 
clock signal at pin 5 of 
OPT 3 on 410596 circuit 
card? 


Replace 410411 
circuit card. 


Go to 49. 


49. Is there a to +1.5 V dc 
clock signal at post D7 
of 410596 circuit card? 

NOTE: When checking this 
signal, the scope or meter 
common should be connected 
to post D6 . 


Replace 410596 
circuit card. 


Check wiring in interface. 
Refer to 9575WD in WDP 
supplied with set. 

Go, to Page 4-105, 
9. INTERFACE. 
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C. COMPONENT ANALYSIS (Contd) , 
CONTROLLER (KP3 Terminals Only) 

The use of Controller Arrangement Forms is necessary to troubleshoot using self- 
test. Refer to Pages 153 thru 164 of INSTALLATION MANUAL 492. 

Sample Controller Arrangement Form 



CARD POSITION 



10 



11 



12 



CARD NO. 



PATTERN 
LAMPS - 



CONTLNLE 



SWITCH 


RIN 
LAMP 


•12 


fo| 


♦12 


o 


+5 


o 



o 



"©W TEST 
^ SWITCH 







00 




CO 




1-1 




r-t 




to 


O 




o 




o 




o 








o 














Oi 










o 




o 




o 




o 




o 




o 






















T-i 


















It 








o 


• 


o 


• 


o 


• 


• 


• 


o 


o 


• 


• 


o 


o 


• 


• 


• 


• 


o 


o 


o 


o 


o 


o 



TROUBLE LIGHT PATTERNS 

If one of these light patterns 
exist during the self-test, replace 
circuit card indicated. Switch 
settings should be checked 
before replacing circuit card. 



'When this pattern occurs during 
self-test, depress the continue switch. 



ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


1. Do all three voltage 

indicators light on power 
supply when power is 
turned on? 


Go to 2. 


Go to Page 4-5, 1. 40PSU103 


POWER SUPPLY. 


2. Depress and hold test 

switch. Do all pattern and 
run lamps light? 


Go to 4. 


Go to 3. 


3. Do correct voltages appear 
at power supply output 
terminals? Refer to Page 
4-5, 1. 40PSUI03 POWER 
SUPPLY for voltages. 


Go to 4. 


Go to Page 4-5, 1. 40PSU103 


POWER SUPPLY. 
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ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


4. Replace 410401 circuit card 
in slot 2 of controller. 
Depress test switch. Do 
all pattern lamps and run 
lamp light? 


Go to 7. 


Go to 5. 


5. Replace 410400 circuit card 
in slot 1 of controller. 
Depress test switch. Do 
all pattern lamps and run 
lamp light? 


Go to 7. 


Go to 6. 


6. Remove remaining cards one 
at a time. After each card 
is removed, push test 
switch to see if all 
pattern lamps and run lamp 
light. Replace defective 
card and go to 7. 


Go to 7. 


Go to 7. 


7. Release test switch. Con- 
troller will automatically 
run self -test. Does a 
trouble light pattern 
appear on pattern lamps? 


Go to 8. 


Go to 10. 


8. Before removing circuit 
card indicated by trouble 
light pattern, be sure 
card is properly seated 
in card connector. Does 
trouble light pattern 
repeat when test is run 
again? 


Go to 9. 


Go to 10. 


9. Remove circuit card indi- 
cated by trouble light 
pattern. Check setting 
of address switches on 
card. Were switch 
settings correct? 


Replace circuit 
card. 


Correct switch settings 
and retest. 
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C. COMPONENT ANALYSIS (Contd) 
8- CONTROLLER (KP3 Terminals Only) (Contd) 



ANALYSIS QUESTION 



"YES" RESPONSE 
DIRECTIVE 



"NO" RESPONSE 
DIRECTIVE 



10. Does controller arrangement 
have continue light pat- 
tern? Refer to Pages 
153 thru 164, CONTROLLER 
ARRANGEMENT FORMS , in 
INSTALLATION MANUAL 492. 
Does continue light pat- 
tern appear on pattern 
lamps? 



Push continue 
switch. 

Go to 11. 



Go to 11. 



11. Does set have a full opcon? 



Go to 12. 



12. Do SSI signals appear at 
posts 13, 14, 15, and 16 
(opcon SSI) of 410158 cir- 
cuit card on right wall of 
controller? 




Check wiring to 
opcon. Refer to 
WDPs supplied with 
set . 

(Continuity test) 
Go to 29. 



Replace 410406 circuit 
card in slot 4. 

Replace 410158 circuit 
card. 



+1 V 



m— 



56K BIT/SEC 



410158 Circuit Card 
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ANALYSIS QUESTION 



"YES" RESPONSE 
DIRECTIVE 



"NO" RESPONSE 
DIRECTIVE 



13. Do SSI signals appear at 
posts 9, 10, 11, and 12 
(printer SSI) of 410158 
circuit card on right wall 
of controller? 



Check wiring to 
printer. Refer to 
WDPs supplied with 
set . 



(Continuity test) 



Replace 410406 circuit 
card in slot 4. 

Replace 410158 circuit 
card. 




+ 1 V 



56K BIT/SEC 



m — ov 



410158 Circuit Card 



14. Place set in LOCAL MODE. If 
set is full duplex, tempo- 
rarily add a strap between 
terminals 2 and 3 of TBIOI in 
interface assembly. For this 
test, clear- to-send input 
must be turned^on or tempo- 
rarily remove 303181 circuit 
card in slot Z4 of interface 
assembly 

Do characters generated on 
the keyboard appear on 
printer? 



Place in service: 
©Remove strap on 

TBlOl if installed. 
©Replace 303181 
circuit card in 
slot Z4 of inter- 
face assembly if 
removed , 



Go to 15. 
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C. COMPONENT ANALYSIS (Contd) 
8. CONTROLLER (KP3 Terminals Only) (Contd) 



ANALYSIS QUESTION 



•YES" RESPONSE 
DIRECTIVE 



"NO" RESPONSE 
DIRECTIVE 



15. When sending characters, do 
the send mark and space lamps 
on 410411 CIU circuit card 
flicker? 



Go to 18, 



Go to 16. 



16. Is there approximately a 
+5 V dc signal at pin 5 of 
0CI5 on 410158 circuit card 
on right wall of controller? 



Replace 410411 cir- 
cuit card. 



PIN 5 




O 



@ @ 



410158 
CIRCUIT CARD 



If 303181 circuit card 
was removed from inter- 
face assembly, replace 
410158 circuit card. 

If c lear-to-send input 
to set was turned on, 
go to 17. 



.flciit)-. n,«i> -im}^ 



ri- 



ll. Is there a V dc signal 
at post 42 of 410158 cir- 
cuit card? 



NOTE : When checking this 
signal, the scope or meter 
common should be connected 
to post 38 . 



Replace 410158 cir- 
cuit card. 



Check wiring to inter- 
face. Refer to 9617WD 
in WDP supplied with 
set . 

Go to Page 4-105, 
9. INTERFACE. 



18. Is there a to +1.5 V dc 
inverted data signal at 
pin 1 of 0CI4 on 410158 
circuit card? 



Go to 19, 



Check cable to 410158 
circuit card. 

Replace 410411 circuit 
card . 



19. Is there a to +1 V dc 
inverted data signal at 
post 43 of 410158 circuit 
card? 

NOTE: When checking this 
signal, the scope or meter 
common should be connected 
to post 38. 



Go to 20, 



Replace 410158 circuit 
card . 



20, Is Option VI (Isochronous 
operation) installed in 
the set? 



Go to 21. 



Go to 23. 
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ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


21. Is there an inverted bit 
clock signal (0 to 1.5 V 
dc) at post 45 (send clock) 
and post 40 (receive clock) 
of the 410158 circuit card? 


Go to 22. 


Check wiring to interface. 
Refer to 9617WD in WDP 
Supplied with set. 

Go to Page 4-105, 
9 . INTERFACE . 


22. Is there a bit clock 

signal y+D v to -d v; at 
pin 5 of OCIl (send clock) 
and pin 5 of 0CI6 (receive 
clock) on the 410158 circuit 
card ? 


Go to 23. 


Replace the 410158 


23. When sending a character, 
do the receive mark and 
space lamps on 410411 CIU 
circuit card flicker? 


Replace 410411 cir- 
cuit card. 


Go to 24. 


24. Is there a to +1.5 V dc 
inverted character signal 
at post 47 of 410158 cir- 
cuit card? 


Go to 25. 


Check wiring in interface. 

Po-Fav f-rt QUT) in UDP 

A.C J.C I. I.SJ J.11 }NLHZ 

supplied with set. 

Go to Page 4-105, 
9 . INTERFACE . 


25. Is there a -5 to +5 V dc 
character signal at pin 4 
of 0CI2 on 410158 circuit 
card? 


Replace 410411 cir- 
cuit card. 


Replace 410158 circuit 
card , 
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C. COMPONENT ANALYSIS (Contd) 

9. INTERFACE 



ANALYSIS QUESTION 


DIRECTIVE 


NO RESPONSE 
DIRECTIVE 


1, Is +7 V dc present at pins 
H and J of card in card 
connector Z2 with respect 
to pins N and P (circuit 
common) of that card 
connector? 


Go to 2. 


Go to 4. 


2. Is -7 V dc present at pins 
L and M of card in card 
connector Z2 with respect 
to pins N and P (circuit 
common) of that card 
connector? 


Go to 3. 


Go to 4. 


3. Is +9 to +11 V dc present 
at pin A of card in card 
connector Z6 with respect 
to circuit common? 


Go to 15. 


Go to 11. 


4. Is +12 to +22 V dc present 
at pins A and B of card in 
card connector Z2 with 
respect to circuit common? 

Is -12 to -22 V dc present 
SLZ pxns £i ana r or cara m 
card connector Z2? 


Replace 303168 cir- 
cuit card in card 
connector Z2. 


Go to 5. 


5. Are +12 to +22 V dc present 
ac pms n ana w ana "LZ to 
-22 V dc present at pins 
P and R of card in card 
connector Zl with respect 
to circuit common? 


Check wiring 
between card 
connectors Zl 
and Z2. Refer to 
9559WD in WDP0457. 


Go to 6. 


6. Is 28 to 42 V ac present 
between pins H and S of 
card in card connector Zl? 


Replace 303169 cir- 
cuit card in card 
connector Zl. . 


Go to 7. 


7, Does F2 fuse check good? 
(Continuity test) 


Go to 8. 


Replace 143630 fuse. 


8. Is 115 V ac present between 
connectors JlOl and P103? 
(AC input to filter and 
transformer assembly) 


Check wiring of fil- 
ter and transformer 
assembly. Refer to 
9559WD in WDP0457. 


Go to 9. 
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ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


8. (Cont) 


Replace 366021 
transformer. 

Replace 334187 
inductor. 




9. Is 115 V ac present between 
terminals 4 and 5 of TB200 
terminal block in ac com- 
partment of interface? 


Check wiring of 
FLIOO and FLIOI 
filters. 

Refer to 9559WD 
in WDP0457. 

Replace 402085 
FLIOO filter. 

Replace 402086 
FLlOl filter. 


Go to 10. 


10. Is 115 V ac present between 
terminals 1 and 2 of TB200 
terminal block in ac com- 
partment of interface? 


Check wiring of CBl 
circuit breaker. 
Refer to 9559WD in 
WDP0457. 

Replace 402026 CBl 
circuit breaker. 


AC power is not being 
supplied to set. Check 
external ac power circuit. 


11. Is +9 to +11 V dc present 
at emitter of Ql transistor 
mounted on heat sink of 
card connector frame? 


Check wiring of 
card connector 
frame. Refer to 
9559WD in WDP0457. 


Go to 12 . 


12. Does Fl fuse check good? 
(Continuity test) 


Go to 13. 


Replace 143630 fuse. 


13. Is approximately +13 V dc 
present at pins A and B 
of card in card connector 
Zl? 


Check wiring to Ql 
transistor. 

Replace 326594 
Ql transistor 
(2N3764). 


Go to 14. 


14. Is 13.5 to 18.5 V ac 
present between pins C 
and L of card in card 
connector Zl? 


Replace 303169 cir- 
cuit card in card 
connector Zl. 


Go to 7. 
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C. COMPONENT ANALYSIS (Contd) 

9- INTERFACE (Gontd) 



ANALYSIS QUESTION 


•^ES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


15. Is -7 Vdc present at: 

Pin Card Connector 
N and K Z3 
N Z4 
F Z5 
F Z7 

Is +7 V dc present at: 

Pin Card Connector 
D Z5 
D Z7 

Is +9 to +11 V dc present 

at: 

Pin Card Connector 
A Z3 
A Z4 
A Z6 


Go to 17. 


Check wiring of card con- 
nector frame. Refer to 
9559WD in WDP0457. 


16. Is interface equipped with 
303180 and 303181 circuit 
cards in card connectors 
Z3 and 25? 


Go to 17. 


Go to 33. 


17. Are bit clock signals 

(+6 V to -6 V shaped wave- 
forms) present on termi- 
nals 1 and 3 of TB102 ter- 
j giina 1 b lock? Re f er to Page 
2-6 OPtlONS. If Option H. 
(asynchronous transmission 
mode) is optioned, go to 
19. 


Go to 18. 


External clock is off to 
set. Check external clock 
circuit. 


IS, Does clock signal appear 
at pins C and L of card in 
card connector Z3? 

AFPROX 


Go to 19. 


Check wiring to controller 
for shorts or opens. Refer 
to 9559WD in WDP0457 and 
9575WD in WDP supplied with 
controller. 

Replace 303181 circuit card 
in card connector Z3. 


1.5 V 1 1 1 1 

Q V ! 1 i i 




19. Is a 303181 circuit card in 
card connector Z4? 


Go to 20. 


Go to 22. 
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ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


20. Is +6 V dc present at ter- 
minal 4 of TB102 terminal 
block in interface? 


Go to 21. 


Clear-to-send signal is off 
to set. Check external 
clear-to-send circuit. 


21. Is approximately +1.5 V 
dc present at pin L of 
card in card connector Z4? 


Go to 22. 


Check wiring to controller 
for shorts or opens. Refer 
to 9559WD in WDP0457 and 
9575WD in WDP supplied with 
controller. 

Replace 303181 circuit card 
in card connector Z4. 


22. Is +6 V dc present on ter- 
minal 7 of TB102 terminal 
block when TERM iUEADY lamp 
on opcon is lit or paper in 
printer with cover closed, 
and in REG mode? 


Go to 24. 


Go to 23. 


23. Is voltage at pin M of card 
in card connector Z5 
approximately 1 V dc or 
more? 


Replace 303180 cir- 
cuit card in card 
connector Z5. 


Go to 24. 


24. Depress TERM READY key on 
opcon or open printer 
cover. Does voltage on 
terminal 7 of TB102 ter- 
minal block change from 
+6 V dc to -6 V dc? 


Go to 26. 


Go to 25. 


25. Is voltage at pin M of 

card in card connector Z5 
less than +0.5 V dc? 


Replace 303180 cir- 
cuit card in card 
connector Z5. 


Check wiring to controller. 


26. Is +6 V dc present at ter- 
minal 5 of TBlOl terminal 
block in interface? 


Go to 27. 


Receive line off or open. 
Check external receive line 
circuit. 


27. Is half-duplex strap 

installed (strap between 
terminals 2 and 3 of TBlOl 
terminal block) and is 46 V 
dc present at terminal 3? 
If no card in card connec- 
tor Z7, go to 28. 


Go to 28. 


Remove half -duplex strap. 
Go to 28. 
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C. COMPONENT ANALYSIS (Contd) 



9. INTERFACE (Contd) 



ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


28. Is approximately +1.5 V dc 
present at pin L of card 
in card connector Z6? 


Go to 29. 


Check wiring to controller. 
Refer to 9559WD in WDP0457 
and 9575WD in WDP supplied 
with controller. 

Replace 303181 circuit card 
in card connector Z6. 

Replace half-duplex strap 
if removed . 


29. Is there a circuit card in 
card connector Z7? 


Go to 30. 


Place interface in service. 


30. Is +6 V dc present at ter- 
minal 2 of TBlOl terminal 
block in interface? 


Go to 32. 


Go to 31. 


31. Is approximately 1 V 

present at pin M of card 
in card connector Z7 when 
set is not sending? 


Replace 303180 cir- 
cuit card in card 
connector Z7. 


Go to 32. 


32. When a character is sent 

from the set, does voltage 
at terminal 2 of TBlOl ter- 
minal block switch from 
+6 V to -6 V for mark to 
space bit transitions? 

BITl BIT 3 BITS 5,6,7, 

::~wv~ 

START 

BIT 2 BIT 4 SPAC 


Place interface 
in service. 

8 MARK 
E 


Check wiring to controller. 


33. Are bit clock signals 

(+6 V to -6 V shaped wave- 
forms) present on termi- 
nals 1 and 3 of TB102 ter- 
minal block? Refer to Page 
2-6 OPTIONS. If Option H. 
(asynchronous transmission 
mode) is optioned, go to 
19. 


Go to 34. 


External clock is off to 
set. Check external clock 
circuit. 
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ANALYSIS QUESTION 


"YES" RESPONSE 
DIRECTIVE 


"NO" RESPONSE 
DIRECTIVE 


34. Does clock signal appear at 
pins C and L of card in 
card connector Z3? 

APPROX 


Go to 35. 


Check wiring to controller 
for shorts or opens. Refer 
to 9559WD in WDP0457 and 
9575WD in WDP supplied with 
controller. 

Replace 303181 circuit card 
in card connector Z3. 


+1.5 V 1 1 1 

V 1 




35. Is a 303184 circuit card 
in card connector Z4? 


Go to 36. 


Go to 38. 


36. Is +6 V dc present at ter- 
minal 4 of TB102 terminal 
block in interface? 


Go to 37. 


Clear-to-send signal is 
off to set. Check external 
clear-to-send circuit. 


37. Is approximately +1.5 V dc 
present at pin L of card in 
card connector Z4? 


Go to 38. 


Check wiring to controller 
for shorts or opens. Refer 
to 9559WD in WDP0457 and 
9575WD in WDP supplied with 
controller. 

Replace 303184 circuit card 
in card connector Z4. 


38. Is -6 V dc present at ter- 
minal 7 of TB102 terminal 
block when TERM READY lamp 
on opcon is lit or paper 
in printer with cover 
closed, and in REG mode? 


Go to 40. 


Go to 39. 


39. Is voltage at pin M of 

card in card connector Z5 
approximately 1 V dc or 
more? 


Replace 303180 cir- 
cuit card in card 
connector Z5. 


Go to 40. 


40. Depress TERM READY key on 
opcon or open printer 
cover. Does voltage on 
terminal 7 of TB102 termi- 
nal block change from 
-6 V dc to +6 V dc? 


Go to 26. 


Go to 41. , 


41. Is voltage at pin M of 

card in card connector Z5 
less than +0.5 V dc? 


Replace 303180 cir- 
cuit card in card 
connector Z5. 


Check wiring to controller. 
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PART 5 -- ADJUSTMENTS PAGE 
INDEX 

A. GENERAL 5-1 

B. PRINTER 5.2 

C. OPCON 5-52 

A. GENERAL 

Field adjustments of Tempest Model 40 Sets may be required upon installation or 
on maintenance calls. This manual includes all adjustments related to the opcon 
and printer that are considered to be "in-the-f ield" adjustments. No adjustments 
are required in the controller assembly. 
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B. PRINTERS 



This section provides adjustment procedures for the Model 40 printers. 



Unless specified otherwise, adjustments apply to all printers (80-column friction 
and tractor, and 132-coluinn tractor) . 

Refer to Maintenance Tools, Section 570-005-800TC for a complete listing of the 
various types of hand tools available to make the adjustments. 402617 gauge 
(80-column friction or tractor), 402716 and 402717 (132-column tractor), and two 
408765 gauges (132-column) are required for certain adjustments. Also, 402868 
dynamic backup bar gauge and 402878 type carrier alignment gauge are used in 
adjusting 80-column friction or tractor, and 132-column tractor printers. 

To remove the printer from the cabinet, reverse the procedure in Part 6 covering 
removal of the printer. 

Use maintenance pad 124828 to protect bench top or floor coverings from oi], 
grease, and dirt while adjusting or lubricating the unit. 




40P201 or 40P202 132-Column 
Tractor Feed 
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Some adjustments require access to subassemblies that have to be removed. For 
removal of these subassemblies, see Part 6. 

The adjustments for the printer are arranged in a sequence that should be followed 
if a complete readjustment of the printer is undertaken. A complete adjustment 
procedure should be read before attempting to make the adjustment. After an 
adjustment has been completed, be sure to tighten any nuts or screjws that may 
have been loosened t;o facilitate the adjustment, unless otherwise instructed. 

The belt tensions given in this section are indicated values and should be checked 
with proper spring scales. The adjusting illustrations, in addition to indicating 
adjustment tolerances, show the angle at which the scale should be applied when 
measuring belt tensions. 

Some of the a<3justments require the printing of the font identification character. 
This character is printed when the printer is running and the TEST switch is 
placed in the ON position. The associated printer cover Interlock switch must 
be disabled (bypassed) for printer operation. 

All tolerances in the adjustments in this section unless otherwise stated, are 
in inches. 

When a requirement specified a disengaged clutch, the clutch must be fully latched 
so that the clutch shoes are completely disenga,ged from the clutch drum. To 
become fully latched, the t^ip lever (or stop arm) must engage th^ clutch shoe 
lever, and the clutch disc must fotal^e f^r enough tq permit the Jatchleve?' to 
fall into the nptch in the clutch di§c. 

When rotating the cj-utch shaft of the printer by hand, the clutch does not fully 
disengage upon reaching its stpp position. In order to relieve the drag on the 
clutch drum and permit the shaft to rotate freely, apply pressure to the stop lug 
on the clutch disc with a screwdriver until the latchlever falls intq its notch on 
the clutch disc. The internal e^cpansiqn clutch is then fully disengaged. This 
procedure should be followed before placing the printer in its cabinet and switch- 
ing on the power. 

When engaged, the clutch shoe lever is unlatched (tripped), and the clutch shoes 
are wedged against the clutch drum. 
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B. PRINTER (Contd) 



ADJUSTMENTS 

IMPELLER SHAFT DRIVE BELT TENSION 



Requirement 

With a force of 5 ounces applied perpendicular to drive belt approximately midway along its free 
length, the belt should deflect 

Min 1/8 inch - Max 3/16 inch 
from a line tangent to both pulleys. 



To Adjust 

Loosen four motor assembly mounting screws friction tight. Using a screwdriver, pry the flat washer 
under one of the mounting screws in the desired direction using appropriate end of slot. Tighten 
mounting screws. 



(Left Side 




SCREWS 



RIBBON FEED DRIVE BELT TENSION 
(80-Column Friction or Tractor Only) 

Requirement 

With a force of 5 ounces applied perpendicular to the drive belt approximately 1 inch from right 
pulley, belt should deflect 

Min 1/8 inch — Max 3/8 inch 
from a line tangent to both pulleys. 

To Adjust 

Loosen mounting screws to allow mechanism to move freely to right or left. Pull against construction 
hole to left. Tighten mounting screws with tension applied. 



CONSTRUCTION 
Pull to Left. HOLE MOUNTING SCREWS 



5 oz 
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RIBBON FEED DRIVE BELT TENSION 
(132-Column Tractor) 

Requirement 
There should be 

Min 11/32 inch — Max 1/2 inch 
between outside surfaces of drive belt when 
a force of 8 ounces is applied adjacent to 
ribbon mechanism frame. 




To Adjust 

Loosen mounting nuts to allow mechanism to move freely to right or left. Position ribbon mechanism 
to meet requirement. Tighten mounting nuts. 



CLUTCH DRIVE BELT TENSION 

Requirement 

With a force of 5 ounces applied perpendicu- 
lar to drive belt approximately midway along 
its free length, belt should deflect 
Min 1/16 inch - Max 5/32 inch 
from a line tangent to both pulleys. 



To Adjust 

Loosen line feed assembly mounting screws 
to allow assembly to move freely about its 
pivot. Position line feed assembly to meet 
requirement. Tighten mounting screws. 




IMPELLER 

SHAFT 
SPROCKET 

CLUTCH 
DRIVE 
BELT 



LINE FEED 

CLUTCH 
SPROCKET 



(Mounting screw 
present on early 
design only.) 



PIVOT 



LINE FEED 
ASSEMBLY 
MOUNTING 
SCREWS (2 or 3) 



FEED BAR BAIL SPRING TENSION 
(80-Column Friction or Tractor Feed or 
132-Column Tractor Feed) 

Requirement (Late Design Tractor) 
It will require 

Min 42 oz — Max 68 oz 
(402905 spring) 
to start the feed bar roller bail moving. 

Requirement (Friction Feed and Early Design 
Tractor) 

It will require 

Min 32 oz — Max 44 oz 

(41385 spring-friction, 

55089 spring-tractor) 
to start the feed bar roller bail moving. 



LINE FEED 
MECHANISM 
MOUNTING 
PLATE 



LINE FEED BARS 



FEED BAR 
ROLLER BAIL 



CLUTCH 
SPROCKET 




TRACTOR 
DRIVE 
GEAR 



FEED BAR 
ROLLER 



FEED BAR 
ECCENTRIC 



FEED 3AR SHAFT 
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B. PRINTER (Contd) 

ADJUSTMENTS (Contd) 

RIBBON MECHANISM DRAG (Early Design) 

Requirement 
It should take 

Min 3 oz — Max 8 oz 

to start the free-wheeling ribbon drive disc moving when pulling tangentially on its drive pin. To check 
the other ribbon drive disc, reverse ribbon mechanism by pulling up on reversing lever adjacent to the 
free-wheeling drive disc and manually rotating impeller shaft clockwise as viewed from the right side of 
printer until reversal occurs. The other ribbon drive disc is now the free-wheeling disc and may be 
checked. 

To Adjust 

Remove ribbon drive disc assembly as shown and replace spring washer. Reassemble and recheck 
requirement. 

400445 
SPRING WASHER 
(For Producing Drag) 



RIBBON DRIVE 
DISC 




(Right Front View) 



RIBBON DRIVE DISCS 



LEFT 
REVERSING 



RIGHT 
REVERSING 
LEVER 





3 to 8 oz 



DRIVE PIN 

Note: Late Design — No adjustment required if 402816 spool mounting disc assemblies are present. 



402816 SPOOL 
MOUNTING DISC 
ASSEMBLY 




SPRING 



POST 
SPACER 
FRICTION DISC 
FELT WASHER 
SPOOL MOUNTING DISC 
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CLUTCH BIDREC GAP (Friction Feed Printers) (Early Design) 
•Clutch engage. CLUTCH ADJUSTING 

PLATE 



Requirement 

Gap between clutch adjusting disc post and 
shoe release lever 

Min 0.002 inch Max 0.018 inch 
from machines operated under 100 hours - 

Min 0.002 inch — Max 0.025 inch 
for machines operated over 100 hours. 

To Adjust 

If requirement camiot be met, replace clutch 
shoes and/or clutch drums. 




SHOE RELEASE LEVER 



CLUTCH SHOE RELEASE ARM SPRING 



• Engage clutch. 

• Hold clutch disc. 

• Pull with scale on shoe release arm tangent 
to the clutch. 

Requirement 

Min 16 oz --- Max 22 oz 
to move the shoe release arm into contact 
with the stop lug. 

To Adjust 

Remove clutch assembly and replace 150241 
spring. 



SHOE 
RELEASE ARM 



(Left Side View) 




STOP LUG 



DRUM 



DISC 
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B. PRINTER (Contd) 

ADJUSTMENTS (Contd) 
CLUTCH MAGNET AND LATCH SPRING 

Requirement 

The clutch disc should be in the center of 
the latch spring, and the shoe release arm 
should be central to the end of the stop 
lever as gauged by eye. 



To Adjust 

Remove line feed magnet assembly. Loosen 
mounting screws friction tight. Position stop 
lever and latch spring. Tighten mounting 
screws. 

Note: Perform CLUTCH STOP LEVER adjustment after reassembling hne feed magnet assembly. 



CLUTCH 
DISC 




MOUNTING SCREWS / RELEASE 

ARM 
STOP 

(Bottom View) LEVER 



CLUTCH SHOE RELEASE ARM 

Requirement 
There should be 

Min 0.065" --- Max 0.095" 
gap between the shoe release arm and the stop lug while the clutch is engaged. 



To Measure 

Momentarily disengage clutch by pulling against shoe release arm. After reengaging the clutch momen- 
tarily apply 16 ounces of tension on shoe release arm in a direction to give a maximum gap. Rotate 
clutch disc in a direction to close the gap with sufficient force to overcome the disc spring tension until 
clutch disc is at rest against its positive stop. While holding clutch disc against its stop, measure gap be- 
tween shoe release arm and stop lug of the clutch disc. 



To Adjust 

Loosen two plate clamp screws friction tight. 
Rotate clutch disc until the requirement is 
met. Tighten clamp plate screws. 



Note: This adjustment is to be made before 
the clutch assembly is assembled to the line 
feed mechanism mounting plate and before 
the plastic output pulley is installed. 

To Check the Requirement When the Clutch 
Assembly is Installed in a Unit : 

Hold the clutch drum pulley to prevent it from 
moving. Trip the clutch magnet. While holding 
the clutch drum pulley from rotating momen- 
tarily apply 16 ounces to shoe release arm in a 
direction to give a maximum gap. Rotate clutch 
drum pulley in a direction to close the gap with 
sufficient force to take up all the play. While 
holding clutch drum pulley in i^his position 
measure the gap. 



CLUTCH DISC 



PLATE CLAMP 
SCREWS (2) 




CLUTCH DRUM 
PULLEY 
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CLUTCH STOP LEVER 
(Early and Late Design) 

Requirement 

The top surface of the 
clutch stop lever should be 
Min flush — Max 0.005 inch 
overflush with the top sur- 
face of the shoe release arm. 

To Adjust (Early Design) 
Loosen magnet assembly 
post and mounting screw 
friction tight. Position 
magnet assembly to meet 
requirement using the pry 
points. T^hten mounting 
screw and mounting post. 



MAGNET ASSEMBLY 
MOUNTING SCREW 



CLUTCH 
STOP PRY 
LEVER POINT 




(Left Side View) 
(Early Design) ^drum" 




MAGNET ASSEMBLY 
MOUNTING POST 



To Adjust (Late Design) 
Loosen magnet assembly 
mounting nut and armature 
stop lever mounting screw 
friction tight. Position arma- 
ture stop lever so that the 
clutch stop lever meets the 
requirement. Tighten arma- 
ture stop lever mounting 
screw and nut securely. Check 
the other 5 clutch positions. 



MAGNET ASSEMBLY 
MOUNTING NUT 



ARMATURE STOP 




MAGNET ASSEMBLY 
MOUNTING POST 



SHOE 
RELEASE 
ARM 



ARMATURE 
ASSEMBLY 



(Late Design) 



LINE FEED ARMATURE GAP 
(Early and Late Design) 

Requirement 

A 0.025 inch gauge shall enter 
the armature and magnet core 
measured in line with the 
outer surface of the magnet 
core but will not pass beyond 
the midpoint of the pole face. 

To Adjust (Early Design) 
With locknut loosened, make 
the adjustment using the ad- 
justing screw. Tighten lock- 
nut. 



CLUTCH 

STOP 
LEVER 



(Early Design) 




ARMATURE GAP 
ADJUSTING SCREW 



A 0.025 INCH GAUGE WILL NOT 
PASS MIDPOINT OF POLE PIECE 
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B. PRINTER (Contd) 

ADJUSTMENTS (Contd) 

LINE FEED ARMATURE GAP (Contd) MAGNET ASSEMBLY 
— MOUNTING NUT 



To Adjust (Late Design) 

Loosen the magnet assembly 
mounting post and nut 
friction tight. Rotate the 
magnet assembly about the 
mounting post to meet the 
requirement. 



(Late Design) 




PASS MIDPOINT OF POLE PIECE 



LINE FEED BAR ECCENTRIC AND DRIVE 
BELT TENSION 

(Late Design) 

Requirement (A) 

Feed bars should be parallel to each other as 
gauged by eye. 

To Check 

Manually energize line feed magnet and rotate 
line feed clutch sprocket. Latch line feed 
clutch. Requirement (A) is considered met if 
the center line of feed bar eccentric alignment 
hole is in line with rear surface of line feed bar 
(or top surface of line feed bar on forms access 
printer). 

Requirement (B) 

With a force of 5 ounces applied perpendicular 
to drive belt approximately midway along its 
free length, the belt should deflect 

Min 1/16 inch — Max 1/8 inch 
from a line tangent to both pulleys. 

To Adjust 

Loosen the nut mounting the feed bar shaft 
assembly to the mounting plate and move 
feed bar shaft assembly left or right to meet 
requirements. Tighten mounting nut securely. 



LINE FEED BARS 



FEED BAR 
DRIVE BELT 



LINE FEED 
MOUNTING PLATE 



CLUTCH 
SPROCKET 




(Left Side View) 



FEED BAR 
ECCENTRIC 

J 



MOUNTING NUT 
(Behind Mounting 
Plate) 



(Late Design) 



FEED BAR 

SHAFT 
ASSEMBLY 




5 oz 




80-Column Friction or Tractor Feed or 
132-Column Tractor Feed Printer 



TEMPEST MODEL 40 MANUAL 493, 5-11 



LINE FEED BAR ECCENTRIC AND DRIVE 
BELT TENSION (Contd) 

(Early Design) 

Requirement (1) 

Feed bar eccentric adjusting screws should 
be positioned at right angles to line feed bar 
rear surface as gauged by eye. 

To Check (1) 

Manually energize line feed magnet and rotate 
line feed clutch sprocket. Latch line feed 

clutch. CLUTCH 

SPROCKET 

To Adjust (1) 

Loosen feed bar eccentric adjusting screws. 
Rotate eccentrics to meet requirement. 
Tighten adjusting screws. 

Requirement (2) 

With a force of 5 ounces applied perpendicular 
to drive belt approximately midway along its 
free length, the belt should deflect 

Min 1/16 inch Max 1/8 inch 
from a line tangent to both pulleys. 

To Adjust (2) 

Remove circuit card. Loosen mounting nut. 
Postion feed bar shaft assembly to meet 
requirement. Tighten mounting nut. 



LINE FEED BARS 



LINE FEED 
MOUNTING 
PLATE 



MOUNTING NUT 
(Behind Mounting 
Plate) 




(Left Side View) 



(Early Design) 



LOW PAPER SWITCH 

(Friction Feed Printer — Under Power) 

Requirement 
The switch adjusting plate should be positioned 
in the center of the adjusting range. This 
position will give a low paper indication with 
approximately 

Min 3/16 inch --- Max 1/4 inch 
of paper remaining on the roll. Remove cover 
to provide access to the low paper switch. 



To Check 

Remove paper spindle. Place a roll of paper 
which has between 3/16 inch and 1/4 inch 
of paper remaining on the roll. Plug in ac 
power cord. The low paper lamp shall light. 

To Adjust 

Loosen mounting screws that secure the 
switch adjusting plate, friction tight. Position 
plate to meet requirement. Tighten mounting 
screws. 



MOUNTING 
SCREW 



SWITCH 
ADJUSTING 
PLATE 



SWITCH 




PAPER 
SPINDLE 



LOW PAPER 
SENSOR 



(Left Side View) 
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B. PRINTER (Contd) 



ADJUSTMENTS (Contd) 
MASK 

(40P102 Friction Feed Printer Only) 

Requirement j * a 

There shall be some clearance between the top and bottom edges of the mask slot and the top and 
bottom of the No. 1 and No. 80 hammers. 

To Adjust . 

Pull pressure release lever forward. Loosen two mask mounting screws friction tight. Position mask to 

meet requirement. Tighten screws. 

NO. 1 HAMMER 

/ NO.HO HAMMER 

PRESSURE 
RELEASE 
LEVER 




MASK MOUNTING 
SCREWS 

LEFT RIBBON BRACKET 
(Friction Feed Only) 

Note: This adjustment does not apply to late design units equipped with "black" bracket. 
Requirement 

The right surface of the bracket shall be flush to the casting. 
To Adjust 

Loosen bracket mounting screws. Position bracket to meet requirement. Tighten screws. 



This side flush to the casting 



BRACKET 




MOUNTING 
SCREWS 
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PAPER-OUT SWITCH (Early and Late Design) 
(80-Column Tractor Feed Printer) 

(Early Design) 
Requirement 

With a 9/64-inch rod or 400136 lifter inserted in loop of paper-out spring, the paper-out switch should 
operate when loop is pressed toward paper guide and should operate in the other direction when spring 
is allowed to return. Determine by ear (clicking noise) or by placing the leads of an ohmmeter across 
pins 10 and 11 of connector J-3. The ohmmeter should give a closed circuit reading before pressing 
spring down, and open after releasing. 

To Adjust 

With clamp screw friction tight, position switch to meet requirement, using pry points. Tighten 
clamp screw. 




CLAMP SCREW 

(Early Design) 
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B. PRINTER (Contd) 

ADJUSTMENTS (Contd) 

PAPER-OUT SWITCH (Early and Late Design) (Contd) 
(80-Coliimn Tractor Feed Printer) 

(Late Design) 
Requirement 

With a flat plate positioned over the opening in the paper guide and the paper-out actuator biased 
against the flat plate, a test lamp should be ON or an ohmmeter should indicate a closed circuit. Passing 
a 0.010 inch flat gauge between the actuator and the flat plate should cause the lamp to go OFF or an 
ohmmeter to indicate an open circuit. 

Note: When the 0,010 inch flat gauge and the flat plate are removed and the flat plate is again posi- 
tioned over the paper guide opening, the lamp should be ON or an ohmmeter should indicate a closed 
circuit. 

To Adjust 

Place a lamp or ohmmeter across pins 1 and 3 of connector J114 on 40P150 through 40P153 printers 
or across pins 7 and 10 of connector P109 on 40P154 printer. With the clamp screw friction tight and 
a flat plate over the paper guide opening, move the switch in the direction indicated hyQ)-"— until the 
end of adjustment range is reached. Position the 0.010 gauge between the actuator and the flat plate 
and move the switch in the direction indicated by ©— *-until lamp goes OFF or ohmmeter indicates an 
open circuit. Tighten clamp screw and recheck requirement. 
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PAPER-OUT SWITCH (Early and Late Design) 
(132-Column Tractor Feed Printer) 

(Early Design) 

Requirement 

The paper-out switch should trip when paper- 
out switch arm is positioned 

Min 0.075 inch — Max 0.095 inch 
from rear paper guide. 

To Check 

Place a gauge between end of paper-out switch 
arm and rear paper guide. The switch should 
trip before arm contacts 0.075-inch gauge and 
should not trip when lightly held against a 
0.095-inch gauge. 

To Adjust 

Loosen two switch clamp screws friction tight. 
Position switch about its pivot point to meet 
requirement. Tighten clamp screws. 

(Late Design) 

(1) Requirement 

The paper-out switch should trip when the 
paper-out switch arm is positioned 

Min 0.075 inch 
from the rear paper guide. 

(2) Requirement 

With the paper-out switch arm touching the 
rear paper guide there should be 

some clearance 
between the switch case and the switch lever. 

To Measure 

Place a 0.075 inch gauge between the end of 
the paper-out switch arm and the rear paper 
guide. The sv^dtch should trip before the arm 
contacts the gauge. Remove the gauge and 
position the lever against the rear paper guides 
while checking for some clearance between the 
switch case and the switch lever. 

To Adjust 

Loosen the two switch clamp screws friction 
tight. Position the switch about its pivot point 
to meet these requirements. Tighten the clamp 
screws. 



(Early Design) 




SCREWS 



(.Late Design) 
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B. PRINTER (Contd) 



ADJUSTMENTS (Contd) 



PAPER JAM ALARM (For 80- or 132-column tractor feed printers 
equipped with paper jam alarm mechanism) 



Requirement 
There should be 

Min 0.020 inch—Max 0.040 inch 
between the top of the latch and bottom of the 
actuator when the cam follower is in the trip 
position. 

To Adjust 

Loosen the eccentric post mounting nut friction 
tight. Rotate eccentric to meet requirement. 
Tighten mounting nut. 



ECCENTRIC 
POST 



(Position to this 
side of mounting 
hole prior to 
adjustment. ) 



NUT PLATE 




Latch and cam follower 
in tripped position. 
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PAPER GUIDE POSITIONING (40P101 Friction Feed Printer) 
(Early and Interim Design) 

Note: This adjustment does not apply to late design 40P101 printer equipped with a 400377 front 
casting assembly. 

Requirement (Interim Design) 

The paper guide should be flush against the upper part of the casting at both right and left sides. 



Remove type carrier and ribbon. Loosen the two mounting screws, position guide against the 
casting, and tighten screws. 

Note: (Interim Design and Early Design) This is a manufacturing adjustment and should not be disturbed 
unless the printer paper guide has been disassembled. 



Requirement (Early Design) 
There should be 

Min some — Max 0.010 inch 
clearance between paper guide and paper guide adjusting screw. 

To Adjust 

Remove type carrier and ribbon. Position paper guide adjusting screws to meet requirement. 



To Adjust 



(Interim Design) 




PAPER GUIDE 
MOUNTING SCREWS (2) 



(Early Design) 




PAPER GUIDE 



^ PAPER GUIDE 
MOUNTING SCREWS (2) 



PAPER GUIDE 
ADJUSTING SCREWS (2) 



CASTING 



(Left Side View) 
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B. PRINTER (Contd) 



ADJUSTMENTS (Contd) 

MOTOR FAN SPACING (Early and Late Design) 
(Early Design) 

For motors without thermal overload switch: 

Requirement 
There shall be 

1/4 inch -- + 1/32 inch 
between motor bearing housing and fan hub when 
the shaft endplay is taken up to make this gap a 
minimum. 

(Late Design) 

For motors with thermal overload switch: 

Requirement 
There shall be 

15/32 inch --- + 1/32 inch 
between motor bearing housing and fan hub when 
the shaft endplay is taken up to make this gap a 
minimum. 

To Adjust 

With setscrew loose, push fan in or out to meet 
requirement. Tighten setscrew. 

Note: Early design motors (those without a thermal 
overload switch button) have the fan spaced at 7/16 
inch with the use of a 7/16 inch spacer. 

IMPELLER SHAFT SENSOR GAP 

Requirement 

Min 0.008 inch — Max 0.020 inch 
between teeth of timing wheel and sensor pole 
piece. 

To Adjust 

Loosen locking screw. Adjust gap to meet require- 
ment. Tighten locking screw. 



TIMING WHEEL 




SETSCREW 




Note: It is preferable to use non- 
magnetic gauges to check requirement. 
Steel gauges are attracted by the sensor 
magnet making it difficult to gauge 
the adjustment. 



TIMING WHEEL 




SENSOR 
MOUNTING 
BRACKET 



MAGNETIC 
FLAG 
SENSOR 

80<^olumn Printer 



IMPELLER 
SHAFT 



(Left View) 



MAGNETIC FLAG 
SENSOR 

132-Column Printer 
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FLAG SENSOR GAP 

Requirement 
There should be 

Min 0.010 inch 
clearance between the closest flag and 
the magnetic sensor pole piece and 

Max 0.030 inch 
clearance between any flag and the 
magnetic sensor. 




\ 



FLAG 



(Front View) 



0.010" to 
0.030' 



To Adjust 

Loosen sensor locking screw. Adjust 
gap to meet requirement. Tighten 
locking screw. 



MAGNETIC 
FLAG SENSOR. 



SENSOR 
LOCKING 
, SCREW 



80-Column Friction, Tractor, or Forms Access Printer 




132-Column Printer 



Note: It is preferable to use non- 
magnetic gauges to check requirement. 
Steel gauges are attracted by the sensor 
magnet making it difficult to gauge 
the adjustment. 
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B. PRINTER (Contd) 



ADJUSTING 
SCRE 



ADJUSTMENTS (Contd) 

IMPELLER SHAFT SENSOR (Preliminary) 

Requirement 

There shall be a gap of approximately 
0.100 inch between the bottom of the adjust- 
ing screw head and the top of the sensor 
mounting bracket tab. 

To Adjust 

Turn adjusting screw to meet requirement. 



IMPELLER SHAFT 
IMPELLER SHAFT TO CARRIER PHASING (Preliminary) 



SCREW MOUNTING 
BRACKET TAB 





MAGNETIC FLAG 
SENSOR 



Requirement 

Right edge of knurled adjusting collar to be 
flush with step on threaded collar. 

To Adjust 

Rotate knurled collar while pushing impeller 
shaft gear to the left. 



FLAG SENSOR (Preliminary) 

Requirement 

Indicator to be at midpoint of the range scale. 

To Adjust 

With the two locking screws loosened, adjust 
magnetic flag sensor to midrange. 



IMPELLER 
SHAFT GEAR 




KNURLED 
ADJUSTING 
COLLAR 



CARRIER 

FLAG 
PALLET 



MAGNETIC FLAG 
SENSOR 




HREADED 
COLLAR 



LOCKING 
SCREWS 



RANGE 
SCALE 



Note: The final range adjustments require the printer be operated in the Test mode and be printing 
a legible font identification symbol in some columns. The IMPELLER SHAFT TO CARRIER PHASING 
(Prehminaiy) and FLAG SENSOR (Preliminary) adjustments may have to be readjusted to gain this 
level of operation as follows: 

Step (1): Operate the test switch to determine if printer will operate. If no printing, or a character 
other than the font identification symbol occurs, reposition the flag sensor left or right 
until the font identification symbol or a portion of it is printed. 



Step (2): 



Refine the IMPELLER SHAFT TO CARRIER PHASING adjustment to obtain a legible 
font identification symbol. 
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INSTALLATION OF 408765 ADJUSTING GAUGES FOR BACKUP BAR TO CARRIER TRACK 
ADJUSTMENT (132-Column Printer) 

O Remove ribbon. 

©Remove tear bar assembly (forms access printer only). 
Remove type carrier. 

BACKUP BAR TO CARRIER TRACK 
(132-Column Printer) 

Note: This is a manufacturing adjustment and should not be disturbed unless carrier track channel has 
been replaced or disassembled. 



The backup bar should just touch engaging surfaces of 408765 gauges tv o of which are positioned 
adjacent to backup bar mounting screws. 

To Adjust 

With the two backup bar mounting screws friction tight, and the two 408765 gauges in place on carrier 
track channel, apply finger pressure to backup bar to lightly contact gauges with engaging surfaces. 
Hold in this position and tighten the two backup bar mounting screws. 

Note: On 132 column printer, the column indicator must be removed to make the adjustments. 



Requirement 



132-Column Printer 



(TTTn 



.1M 



o 




o 



408765 
GAUGES (2) 



( BACKUP BAR 
MOUNTING SCREWS 



BACKUP BAR 



CARRIER TRACK 



ENGAGING 
SURFACES' 



Note: If the BACKUP BAR TO CARRIER TRACK adjustment is made, the BACKUP BAR (Final- 
Under Power), LEFT and RIGHT CARRIER SPROCKETS and RIBBON GUIDES adjustments must 
also be made. 
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B. PRINTER (Contd) 

ADJUSTMENTS (Contd) 

INSTALLATION OF 402868 ADJUSTING GAUGE FOR BACKUP BAR ADJUSTMENT (80-Column 
Friction or Tractor Feed or 132-Column Tractor Feed) 

Note: For optimum print quality and maximum ribbon life the unit should be adjusted after being 
at room ambient of 65 to 85 degrees Fahrenheit with aU power off for at least three hours. 

• Remove type carrier. 

• Remove old ribbon and install a new ribbon. 

• On units equipped with late design print hammer bumper (black and red), insert a single sheet of 
paper. On units equipped with early design print hammer bumper (black), insert four (4) thicknesses 
of single-ply paper without carbons. 

• Insert 402868 adjusting gauge on type carrier track with front edge against backup bar. On 80-column 
printer, position gauge so it is centered in relation to no. 1 and no. 80 print hammers. On 132-column 
printer, position gauge first at the left end, then at the right end of the carrier track. 




TYPE CARRIER 

TRACK Early Design Late Design 

Friction Feed Printer 



Note: On 80-column tractor feed printer or 
late design friction feed printer, carrier top 
guide must be removed to install 402868 gauge. 




132-Column Tractor Feed Printer 80-Column Tractor Feed Printer 
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INSTALLATION OF 402617 ADJUSTING GAUGE (Cont) (SO-Column Friction or Tractor) 

Owith ac power off, remove paper and ribbon. 

With type carrier removed, insert 402617 gauge on type carrier track with front edge against backup 
bar. Position gauge so protrusions at rear line up with no. 1 and no. 80 print hammers. 



POSTS ARE REMOVED 
FOR FRICTION FEED 
PRINTER GAUGING 
(Spacers on posts 
are present on early 
design only and are 
not required for 
any adjustment 
procedure.) 



402617 GAUGE 




TYPE CARRIER 
TRACK 



•ilACKUP 
BAR 



80-Column Tractor 
Feed Printer 
(Left Front View) 

TYPE 
CARRIER 
TRACK 



TOP GUIDE 



TYPE CARRIER 
TRACK 



BACKUP BAR 



Early Design 



(Left Front View) 
80-Column Friction 
Feed Printer 



BACKUP 
BAR 



Late Design 



INSTALLATION OF 402716 AND 402717 GAUGES (132.Column Tractor Feed Printer) 

^With ac power off, remove paper and ribbon. 
^Remove type carrier per instructions on cover. 

Ci)Position 402716 (left) and 402717 (right) gauges on top of track and against backup bar. 
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B. PRINTER (Contd) 



ADJUSTMENTS (Contd) 

RIBBON GUIDE (Preliminary) 
(Friction Feed Printer) 

Requirement 

The right and left ribbon guides should just touch the adjusting gauge. 
To Adjust 

Loosen left and right ribbon guide mounting screws friction tight. With gauge held by hand against 
the backup bar, push right and left ribbon guides by hand into contact with the adjusting gauge. 
Tighten mounting screws. 



MOUNTING SCREWS 



TOP GUIDE 
(EARLY DESIGN 
ONLY) 



MOUNTING SCREW 




Note: The left ribbon guide is 
flexible and therefore should not 
be forced against the gauge. 



TRACK 



RIBBON GUIDE (Preliminary ) 
(80-Column Tractor Feed Printer) 

Requirement 

The right and left ribbon guides should hold the ribbon shield against the adjusting gauge at the point 
of contact. 

To Adjust 

With mounting screws friction tight, push right and left ribbon guides and ribbon shield into contact 
with the adjusting gauge. Tighten mounting screws. 



MOUNTING 
SCREWS 



MOUNTING 
SCREW 



RIBBON 
SHIELD 



SPRING 




MOUNTING 
SCREW 
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RIBBON GUIDE (Preliminary) (Cont) 
(132-Column Tractor Feed Printer) 

Requirement 

The left and ri^t ribbon guides should just touch the 402716 and 402717 adjusting gauges. 
To Adjust 

Loosen ribbon guide mounting screws friction tight. Position the 402716 and 402717 gauges against the 
backup bar and position the ribbon guides against the gauge surface. Tighten the ribbon guide mounting 
screws. 
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B. PRINTER (Contd) 

ADJUSTMENTS (Contd) 
BACKUP BAR (Final-Under Power) 

Requirement 

The ovenall printing density shall be uniform and acceptable across the full width of the page. If the 
whole character is present and legible, some variation in density is allowed, provided the density 
variation is not consistently repeated. 

Note: When the unit is properly adjusted for acceptable density, adequate ribbon life will also be 
achieved; however, if the printer is adjusted for darker density levels, ribbon life will be proportionately 
reduced. 



, PAPER 



HAMMER 



(Left Side View) 




Position gauge against 
the backup bar. 



TOP GUIDE 

(132-Column Tractor Feed 
or Early Design Friction 
Feed Printer Only) 



BACKUP BAR 



CARRIER TRACK 



Some evidence of printing in Areas 3 and 5. 
















Area Area 


Area 


Area 


Area 


Area 


Area 




3 


4 


5 


6 


7 


402868 GAUGE \ / 



On 80 column units: No visible printing in Areas 2, 4, and 6. 
On 132 column units: No visible printing in Areas 2 and 4 with gauge positioned at left end of track or 
Areas 6 and 4 with gauge positioned at right end of track. Occasional light marks permissible in Areas 
6 and 2 when gauge Is at left and right ends, respectively. 
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BACKUP BAR (Final - Under Power) (Contd) 
To Adjust 

With unit turned on, hold 402868 gauge firmly against backup bar. Place printer test switch in ON 
position and pass a steel object over flag sensor to initiate hammer firing. 



402868 GAUGE 



MOUNTING 
SCREWS (4) 




BACKUP 
BAR 



On 80 Column Units ; Loosen four (4) mounting 
screws friction tight and turn two (2) adjusting 
screws until some printing occurs in only Areas 1 
and 7. From this point turn both left and right 
adjusting screws clockwise until Areas 3 and 5 
show evidence of some printing but not neces- 
sarily in all columns. This also applies to Areas 1 
and 7 where printing will become darker but still 
may have blank spaces. No printing is permitted 
in Areas 2, 4 and 6. Tighten four (4) mounting 
screws. 




TYPE CARRIER 
TRACK 



Tractor Feed 



ADJUSTING 
SCREWS (2) 



On 132 Column Units : Printed pattern should 
be noted with gauge positioned at left end of 
track and again with gauge positioned at right end 
of track. Loosen five (5) track assembly mounting 
screws friction tight and turn two (2) adjusting 
screws until some printing occurs in only Areas 1 
and 7 when gauge is positioned at each end of 
track. From this point turn both left and right 
adjusting screws clockwise until Areas 3 and 6 
show evidence of some printing, but not 
necessarily in all columns. This also applies to 
Areas 1 and 7 where printing will become darker 
but still may have blank spaces. No printing is 
permitted in Areas 2 and 4 when gauge is 
positioned at left end of track or Areas 6 and 4 
when gauge is positioned at right end of track. 
Due to relative length of gauge with respect to 
132-column page and tolerances of associated 
piece parts, it is permissible to observe occassional 
light marks in Areas 6 and 2 when gauge is at the 
left and right ends, respectively. Tighten five (5) 
track assembly screws. 



132.Column 



MOUNTING SCREWS 




ADJUSTING SCREW 



ADJUSTING SCREW 



Caution: Do not 
loosen these screws. 
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B. PRINTER (Contd) 

ADJUSTMENTS (Contd) 

BACKUP BAR (Final - Under Power) (Contd) 

To Check 

Install the type carrier. Insert a single sheet of paper and with a random test, check the copy density for 
conformance to the requirement. 



On units equipped with early design print hammer bumper (black), if printed copy is not satisfactory, re- 
peat the adjustment using three (3) thicknesses of paper and recheck copy for density with the type 
carrier and a single sheet of paper installed. If further density is required (in isolated cases), the printer 
may be adjusted using two (2) or one (1) thickness of paper. 

Note 1 : Each time the BACKUP BAR (final) adjustment is made, the following adjustments must also 
be made: 

LEFT AND RIGHT CARRIER SPROCKETS 
RIBBON GUIDES (Final) (See Note 2.) 

Note 2: On the forms access printer, the ribbon guide adjustment need not be remade unless the carrier 
track channel has been replaced or disassembled. 
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LEFT CARRIER SPROCKET (80-Column Friction, or Tractor Feed Printers) 



Requirement 

Rear surface of sprocket flange should clear 
adjusting gauge by 

Min some — Max 0.006 inch. 

Install 402617 gauge. See Page 5-33. 
To Check 

Rotate carrier release lever clockwise until rear 
rim of sprocket just touches bottom of gauge. 
Take up play in sprocket assembly evenly to 
rear of printer. 



LEFT CARRIER 
SPROCKET 



402617 GAUGE 




(Top View ) 



NUT 



SPROCKET 
FLANGE 



SHAFT 



To Adjust (Tractor Feed, 40P102 and Late Design 40P101 Friction Feed) 

Position the sprocket by turning nut at front of sprocket to meet requirement. 

To Adjust (Early Design 40P101 Friction Feed only) 

Position sprocket by turning nut at front of sprocket to meet requirement ^hile holding shaft with 
an Allen wrench. 



(132-Column Printers) 

Requirement 

The rear surface of the sprocket flange should 
clear the adjusting gauge by 

Min some — Max 0.006 inch 
at its closest point when sprocket is in its 
normal operating position. 

Install 402716 gauge. See Page 5-33. 
To Check 

Rotate carrier release lever clockwise until rear 
rim of sprocket just touches bottom of gauge. 
Take up play in sprocket assembly evenly to 
rear of printer. 

To Adjust 

Position 402716 gauge against backup bar. 
While holding the finger lever of sprocket hub 
parallel to track assembly and rotating the 
sprocket, turn adjusting nut clockwise until 
base of sprocket flange just contacts the gauge 
at its closest point. Turn adjusting nut back 
counterclockwise some to 45 degrees. This 
is equivalent to some to 0.004 inch. 



LEFT CARRIER 
SPROCKET 




LEVER 
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B. PRINTE R (Contd) 

ADJUSTMENTS (Contd) 

RIGHT CARRIER SPROCKET ( 80 Column Friction or Tractor Feed) 

' HUB CLAMPING SCREWS 

(See Note.) 



Requirement 

Rear surface of sprocket should clear adjusting 
gauge by 

Min some -- Max 0.006 inch. 

To Adjust 

Loosen two hub clamping screws (or one screw 
and one nut if so equipped). Turn nut at front 
of sprocket to meet requirement. Tighten 
hub clamping screws (or screw and nut). 

Note: Some printers have one hub clamping 
screw and one hub clamping nut instead of two 
hub clamping screws. 




(132-Column Printers) 



Requirement 

The rear surface of right carrier sprocket flange 
should clear gauge by 

Min some Max 0.006 inch 
at its closest point. 

To Adjust 

Position 402717 gauge against backup bar. 
Turn adjusting nut clockwise until rear surface 
of sprocket flange just contacts the gauge. 
Turn adjusting nut back counterclockwise 
some to 45 degrees. This is equivalent to 
some to 0.004 inch. Tighten hub clamp screws 
securely. 



HUB CLAMP 
SCREWS 




RIGHT 
CARRIER 
SPROCKET 



ADJUSTING 
NUT 



(Top View) 
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RIBBON GUIDE (Final) 
(Friction Feed Printer) 

Requirement (1) 
There should be 

Min 0.010 inch clearance 

between ribbon guides and the face of a flag pallet on carriers having three fonts and the face of a font 
identification pallet on carriers having two fonts. 



Loosen ribbon guide mounting screws friction tight. Position guide to meet requirement. Tighten 
mounting screws. Repeat the procedure with the other ribbon guide. 

Requirement (2) 
There should be 

Min 0.006 inch clearance 
between the ribbon guides and all pallet faces. 



RIBBON GUIDE (Final) 
(80-Column Tractor Feed Printer) 

Requirement (1) 
There should be 

Min 0.010 inch clearance 

between the ribbon shield where it contacts the ribbon guides and the face of a flag pallet on carriers 
having three fonts and the face of a font identification pallet on carriers having two fonts. 



Loosen ribbon guide mounting screws friction tight. Position guide to meet requirement. Tighten 
mounting screws. Repeat procedure with other ribbon guide. 

Requirement (2) 
There should be 

Min 0.006 inch clearance 
between the ribbon shield where it contacts the ribbon guides and all pallet faces. 

To Adjust 

Seat pallets against rear surface of front flange of left sprocket. 



To Adjust 



To Adjust 

Seat pallets against the rear surface of the front flange of the left sprocket. 




(Right Side View) 



. PRY 
POINT 



To Adjust 





PALLET 
(See(l)Req 
and (2) Req) 




MOUNTING SCREW 





RIBBON 
SHIELD 



SPRING 



MOUNTING SCREWS' 



RIGHT RIBBON 
GUIDE 



MOUNTING SCREW 
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B. PRINTER (Contd) 

ADJUSTMENTS (Contd) 

RIBBON GUIDE (Final) (Contd) 
(132-Column Tractor Feed Printer) 

Requirement (A) 

The left and right ribbon guides should be 0.006 inch to just touching the 402716 and 402717 
adjusting gauges. 



To Adjust 

Lioosen ribbon guide mounting screws friction tight. Position the 402716 and 402717 gauges against 
the backup bar and position the ribbon guides against the gauge surface. Tighten the ribbon guide 
mounting screws. 




To Jusl 
Touching 



Note: The following requirement is a final functional check to assure adequate clearance between type 
pallets and ribbon guides and is made with a type carrier installed. Too much clearance between pallets 
and ribbon guides may cause ribbon smudge on the paper, making it difficult to make the PAPER 
POSITIONER adjustment. 



Requirement (B) 

There shall be a minimum of 0.010 inch clearance between the closest pallet and the ribbon guides. 
To Check 

Seat all pallets against the rear surface of the front flange of the left sprocket. Position a 0.010 flat 
gauge against the ribbon guide and rotate the type carrier one complete revolution by turning impeller 
gear by hand clockwise. Repeat the procedure with the other ribbon guide. 

To Adjust 

Recheck the following adjustments: 
BACKUP BAR (Final) 

LEFT AND RIGHT CARRIER SPROCKETS 
RIBBON GUIDES (Final) 



PALLET 




TEMPEST MODEL 40 MANUAL 493, 5-33 



IMPELLER SHAFT SENSOR (Final - Under Power) 

Requirement 

The impeller sensor is to be positioned 2-3/4 
clockwise turns from a point where any 
further counterclockwise motion of the 
adjusting screw would cause a column or 
columns not to print. 



SCREW MOUNTING 
BRACKET TAB 



ADJUSTING 
SCREW 



To Adjust 
Step (A) 



Step (B) 
Step (C) 



With the unit in the Test position 
and printing the font identifica- 
tion symbol, turn impeller sensor 
adjusting screw (with a nut driver) 
COUNTERCLOCKWISE through 
a range where all columns print (approx- 
imately 5 to 10 turns) until a 
column or columns does not 
print. 

Slowly turn the adjusting screw 
CLOCKWISE just until all col- 
umns print for at least ten lines. 
Turn the adjusting screw CLOCK- 
WISE an additional 2-3/4 
turns. 




MAGNETIC FLAG 
SENSOR 



IMPELLER SHAFT 



Note 1: If while performing Step (A), a printing speed hesitation occurs before an individual column fails 
to print, reposition the flag sensor slightly to the right to enable printing to continue while completing 
the adjustment. See FLAG SENSOR ADJUSTMENT (Final). 

Note 2: The impeller shaft sensor is adjusted at the factory using equipment and techniques not available 
in the field. This adjustment should not be disturbed unless the unit has been disassembled, the printer 
logic card replaced, or there is sufficient reason to believe the sensor is not adjusted properly. 
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B. PRINTER (Contd) 

ADJUSTMENTS (Contd) 

IMPELLER SHAFT TO CARRIER PHASING (Final - Under Power) 

Requirement 

Printed characters must be printed 
fully from left to right. 



To Adjust 

Print some font identification characters 
using test switch. Turn printer off, disconnect 
ac power. If right portion of character is 
missing, turn knurled adjusting collar clockwise 
while holding impeller shaft gear away from 
collar. 

If left portion of character is missing, turn 
knurled adjusting collar counterclockwise while 
holding impeller gear away from collar. Turn 
ac power on and repeat test to make sure require- 
ment is met. 

When multicopies are used, phasing should be 
adjusted to minimize clipping on the last copy 
with as clipping on the original. 



(Right Front 
View) 



IMPELLER 
SHAFT GEAR 




KNURLED 
ADJUSTING 
COLLAR 



Tractor Feed Printer and 
Friction Feed Printer 



Note: If the IMPELLER SHAFT TO CARRIER PHASING adjustment is readjusted by a substantial 
amount, the flag sensor position may have to be readjusted. See FLAG SENSOR (Final). 



FLAG SENSOR (Final ~ Under Power) 



Requirement 

Flag sensor must be in approximately the midpoint between failure points of its range. 
To Check 

Print some font identification characteis using the test switch. 
To Adjust 

Loosen locking screw(s) friction tight. While printing font identification symbol, slowly move the 
flag sensor to the left until a different character or no character is prir^ting. Note reading on the range 
scale. Slowly move the flag sensor to the right until a different character or no character is printing. 
Note reading on the range scale. Position the flag sensor midway between the two failure points. 
Turn the printer off and tighten locking screw(s). 
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PAPE fi P QSIT^QNER (Under Power) 

(80-Column Friction, Tractor Feed, or 132-Column Tractor Feed) 
Requirement (A) 

Tne paper should be positioned as close to ribbon as possible without causing printed copy to become 
illegible due to ribbon smudging after a one minute printer idle period. 

Requirement (B) 

There should be no smudge when printing a text message (not the font identification symbol). 



Friction Feed Printer 



Tractor Feed Printer 



(Left Side View) 




PRY POINTS 



CLAMPING SCREW 



PAPER POSITIONING 
SHAFT 




CLAMP SCREW 



PAPER POSITIONER 
ARM 



PAPER POSITIONER 
SHAFT 



Note 1 : These requirements do not apply when printing within two lines of a fold of fanfold paper. 
To Adjust 

Loosen clamp screws on left and right paper positioner arms and adjust arms to just eliminate marking 
on either side of paper. Paper should remain as close as possible to ribbon without marking to minimize 
impact noise and vertical misalignment. Tighten clamp screws. 

MULTICOPY 



PAPER POSITIONING 
SHAFT 



BACKSTOP 
CLAMP SCREW 




RIBBON 




BACKSTOP 

TYPE PALLET 



SINGLE COPY 
PAPER 
(See Notes 1 and 2) 

PRINT HAMMER 



BACKSTOP 
CLAMP 
SCREW 



] 



Staples or other means of fastening copies together 
should not be used until tested to insure that their 
presence will not interfere with the ribbon, printer 
hammers, or type pallets. 




PAPER 
•(See Notes 1 and 2) 



PRINT HAMMER 



Tractor Feed 



TRANSFER MEDIUM 
OR CARBON PAPER 



Note 2: Tractor Feed Printers Only — The factory final adjustment is made with a standard original plus 
three copies paper on the 132-colimin printer and with a standard original plus five copies paper on 80- 
column printer. Upon installation a refinement of this adjustment may be necessary dictated by the actual 
paper weight and number of copies being used. 
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B. PRINTER (Contd) 

ADJUSTMENTS (Contd) 

TYPE CARRIER PALLET ALIGNMENT 

Requirement 
The pallet location in the carrier shall be 

0.125 inch — 80-coliuiin printer 

0.070 inch — 132-column printer 
from the stem end to the rear surface of the carrier. 




i j| H i?? ?? !?!' ^ I 80-Column Printer 



1 » 



a32-Column Printer 




To Adjust 

Move all pallets from position No. 1 to position No. 2. 



Position No. 1 Cjf 



Position No. 2 I' ^ '"""'"'^'t SSSS^ 



Place type carrier into proper slot on the 402878 gauge. Seat all pallets into bottom of channel. 



0.070" SLOT 



409878 QAUGE 
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FORM-OUT CONTACT GAP (Preliminary) (Tractor Feed Printers) 
Requirement 

With form-out contacts fully open, gap between contacts should be 
Min 0.020 inch - Max 0.030 inch. 



To Check 

Depress the form selector lever. 

To Adjust 

Form contact spring to meet requirement. 



FORM SELECTOR 
LEVER 



Note: This contact is manufactured within the 
requirement and will remain so unless one or 
both contact springs have been deformed. If 
adjustment is required, adjust the spring which 
shows sign of such deformation. 




FORM SELECTOR FORM-OUT 
LEVER GUIDE CONTACT 



FORM SELECTOR LEVER GUIDE (Tractor Feed Printers) 
Requirement 

TTiere should be up to 0.005 inch clearance between guide and form selector lever and selector lever 
must operate freely. 

FORM SELECTOR 
LEVER 




GUIDE MOUNTING 
SCREWS 

FORM-OUT CONTACT 

To Check 

Form selector biased toward contact housing and selector lever operated through its entire range of 
motion. 

To Adjust 

Loosen the guide mounting screw friction tight and position guide to meet requirement. Tighten 
mounting screws. 
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B. PRINTER (Contd) 

ADJUSTMENTS (Contd) 

FORM-OUT 




IDLER 
ARM ASSEMBLY 



FORM-OUT BELT IDLER ARM (Tractor Feed Printers) 
• Position form-out belt against respective sprocket flanges. 
Requirement (A) 

The centerline of the idler arm assembly should be positioned approximately 90 degrees to the flat 
(straight portion between sprockets) of the belt. 

Requirement (B) 

There should be a minimum of 1/32 inch between the right edge of the idler arm assembly and the 
formed tab on the pivot nut plate. 

To Adjust 

Loosen idler arm adjustment knob friction tight. With belt engaged in both sprockets and against the 
flanges of each sprocket, move the adjusting nut along elongated slot until requirements are met. 
Tighten knob. 

Note: With the 402850 white belt it may not be possible to meet requirement (A) because of length of 
slot. The requirement will be considered met when the nut has been positioned against the left end of slot. 
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FORM-OUT CONTACT LATERAL (Preliminary) (Tractor Feed Printers) 

(Early Design Only) „ 

^ * CONTACT ASSEMBLY 

MOUNTING SCREWS 

Requirement , ^ FORM SELECTOR k FORM-OUT 

Form-out contact assembly should be posi- LEVER \ CONTACT 

tioned on form selector lever such that the fvHniil 

form-out contact tip is vL-l®® 

Min 0.215 inch ~ Max 0.231 inch _ / , 

from outside surface of the form selector j |~^^ 

lever. 




Req 



To Adjust 

Loosen two contact assembly mounting screws and position contact to meet requirement. Tighten 
mounting screws. 

Note 1 : This adjustment must be made before form selector lever is assembled to contact housing 
bracket. 

Note 2: Factory Adjusted — Should not normally require adjustment unless contact assembly has been 
removed. 

FORM-OUT CONTACT LATERAL (Final) (Tractor Feed Printers) 
(Early Design and Late Design) 

Requirement (A) 

The contact should be centered (as gauged by eye) on the short cam lobes. 
Requirement (B) 

The form-out contact must not touch the adjacent cam lobes when in positions 3 and 4. 





Req A 



Req B 



To Check (A) 

With the form-out belt positioned against the flange of the form-out drive gear and in position No. 4. 



To Check (B) 
Rotate form-out gear. 

To Adjust (Early Design) 
Disassemble and refine FORM-OUT CONTACT LATERAL 
(Preliminary). 

To Adjust (Late Design) 
Loosen the two contact assembly mounting screws and 
position contact to meet requirements. Tighten 
mounting screws. 



Late Design 
(Screw Accessibility) 



CONTACT ASSEMBLY 
MOUNTING SCREW 
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B. PRINTER (Contd) 



ADJUSTMEin?S (Contd) 

FORM-OUT GEAR BACKLASH (Tractor Feed Printers) 
Requirement 

There should be a barely perceptible backlash between the form-out gear and line feed gear, checked 
at three positions of the form-out gear approximately 120 degrees apart. (While holding paper advance 
knob stationary, rotate form-out gear.) 

Note: Disengage feed pawls to check form-out gear 120 degrees apart. 

To Adjust 

With clamp nuts friction tight (3 places), move form-out mechanism by its rear projection to meet 
requirement. Tighten clamp nuts. 



CLAMP NUT 



REAR PROJECTION 




UNE FEED 
GEAR 



FORM-OUT 
GEAR 



PAPER ADVANCE 
KNOB 
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FORM-OUT CONTACT TO BELT SPACING (PreUminary)(Tractor Feed Printers) 
Requirement 

The high side of the eccentric bushing shall be positioned approximately 90 degrees to the form-out 
contact arm as shown. 

To Adjust 

Loosen the eccentric bushing clamp screw and position the eccentric to meet requirement. 



FORM SELECTOR 
LEVER 




Tractor Feed 



Requirement 

With the form selector lever seated in the No. 4 position detent groove, the form- out contact shall 
be just touching the form-out belt. 

To Adjust 

Loosen the eccentric post clamp nut friction tight and position the eccentric post to meet requirement. 
Note: Keep eccentric post toward right side of slot. 
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B. PRINTER (Contd) 



ADJUSTMENTS (Contd) 

FORM-OUT CONTACT TO BELT SPACING (Final) (Tractor Feed Printers) 

Requirement (A) 

The contact shall have started to rise off the surface of the belt by 
Min some — Max 0.006 inch 



when contacting the full width cam lobe. 




REAR PROJECTION 



To Check 

• Latch the line feed clutch. 

• Position form selector lever in the fourth detent position, 

• Move line feed pawls out of engagement with line feed gear. 

• Rotate paper advance knob until the slope part of the contact just touches the long cam. 

• Reengage line feed pawls. (See examples below.) 

• Reengage paper advance knob. 



Examples 




Feed Pawls .Feed Pawls on top Feed Pawls 

(Properly Engaged) of Line Feed Gear (Advanced) 

(Not Engaged) 
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FORM-OUT CONTACT TO BELT SPACING (FinaPf Tractor Feed Printers) (Contd) 
To Check (Cont) 

The some to 0.006 inch clearance adjustment will be considered met when the following conditions 
are present: 

When the form-out belt idler pulley is rotated CCW with a force sufficient to take up the form -out gear 
and the form-out belt teeth to pulley backlash and then released, the contact tip touches the surface of 
the belt. 

When the form-out belt idler pulley is rotated CW with a force sufficient to take up the form-out gear 
and the form-out belt teeth to pulley backlash and then released, the contact tip is raised off the sur- 
face of the belt by the form-out cam. 



FORM-OUT BELT 




To Adjust 

With eccentric bushing clamp screw friction tight, rotate eccentric bushing to position form-out contact 
left or right to meet Requirement (A). Tighten Eccentric bushing clamp screw. 



Note: Perform form-out contact phasing Requirement (C). This step must be performed to properly 
phase the form-out mechanism. 
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B. PRINTER (Contd) 

ADJUSTMENTS (Cont) 

FORM OUT CONTACT TO BELT SPACING (Final) (Tractor Feed Printers) (Cont) 

Requirement (B) 

The contact point gap shall be 

Min 0.01 5 inch - Max 0.020 inch 
with the conuct touching the form^ut belt surface at a point the equivalent of lU 
on the belt to the right of the full cam lobe, approximately 0.030 inch. 



KCCENTKICBUSHINC; 




To Check 

Move the line feed pawls out of engagement with the line feed gear and rotate paper advance knob to 
position form-out belt wide cam lobe approximately 0.030 inch to left of form-out contact "V*\ as 
gauged by eye. 

To Adjust 

Loosen the eccentric post clamp nut friction ti^t. Using very light pressure take up the play of the 
contact housing against eccentric post and rotate the eccentric post to move contact up or dovm to 
meet Requirement (B). Keep eccentric post toward the right side of slot. Ti^ten eccentric post clamp nut. 

Note 1: Perform form-out contact phasing Requirement (C). This step must be performed to 
properly phase the form-out mechanism. 

Note 2: If at any time the line feed gear is rotated with the line feed pawls disengaged, as when 
replacing the line feed, form-out or paper handling assemblies, the form-out mechanism must be 
properly phased (Note 1). 
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FORM-OUT CONTACT TO BELT SPACING (Final) - Tractor Feed Printers (Contd) 
Requirement (C) (Form-Out Contact Phasing) 

"V" part of contacts should be positioned in center of long cam as gauged by eye. 
•Latch the line feed clutch. 

•Position form selector lever in the fourth detent position. 
•Move feed pawls out of engagement with the line feed gear. 

•Rotate paper advance knob until the slope part of the contact just touches the long cam. 




Just Touches 



•Reengage the line feed pawls. 
•Reengage paper advance knob. 

To Check 

(1) Manually energize line feed magnet. 

(2) Rotate hne feed clutch. 

(3) Latch line feed clutch. 




To Adjust, Recheck Form-Out Contact to Belt Spacing (Final) Requirements (A) and (B). 
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B. PRINTER (Contd) 



ADJUSTMENTS (Contd) 

TRACTOR PHASING (Tractor Feed Printers) 

Requirement 

The phasing marks on the right and left trac- 
tors should be in line with each other. 

To Adjust 

Remove left tractor from splined shaft, turn 
tractor, and reassemble on splined shaft with 
its phasing mark at the same spline shaft 
groove as phasing mark of other tractor. 

Note: Factory adjusted; should not normally 
require adjustment unless tractors are removed 
or replaced. 



TRACTOR SIDE 
PLATE UPPER 
MOUNTING SCREW 



Tractor Feed Printer 




SPLINED 
SHAFT 



PHASING 
MARK 



TRACTOR 
SIDE PLATE 



TRACTOR LID (Tractor Feed Printers) 
Requirement 

The upper paper guide should contact the side plate of both right and left tractors. 
To Adjust 

Loosen tractor side plate upper mounting screws friction tight. Position left-hand tractor side plate 
approximately in the center of its adjustment range and tighten its mounting screws. Position right-hand 
tractor side plate to meet requirement. Tighten right-hand tractor mounting screw. 



BELT 
OVERLAP 



PINS 




SIDE PLATE 
MOUNTING SCREWS 



FEED 
BELT 



/ DIRECTION 

' OF DRIVE 



PAPER BAIL 




CONTACT 
AREA 



SIDE PLATE 



SPLINE DRIVE 
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RIBBON TRACKING (For Tractor Feed Printers equipped with new ribbon tracking parts but not 
equipped with reinker mechanism) 

Requirement 

If a new ribbon does not track as described, the roller posts should be checked for squareness. The 
posts carrying the front roller must be vertical (in reference to the ribbon guide top plate) as gauged by 
eye. The posts carrying the rear rollers must be vertical in the front to rear direction and the right 
roller should lean towards the right by a slight amount (less than 1°) and the left roller should lean 
towards the left by a slight amount (less than 1°). 



VERTICAL VERTICAL 




To Check 

Using a new ribbon and with unit running, check position of ribbon on the rear rollers of the right and 
left ribbon guide arms as follows: 

If ribbon is being wound on the right-hand spool, the ribbon should ride against lower flange of the 
right roller; however, it should not ride either so low as to cause a permanent curl to form in the 
ribbon or higher than 1/16 inch above the lower flange. For left roller, the ribbon should ride with no 
curl to 1/4 inch above lower flange. 

If ribbon is being wound on the left-hand spool, the ribbon should ride against lower flange of the left 
roller; however, it should not ride either so low as to cause a permanent curl to form in the ribbon or, 
higher than 1/16 inch above lower flange. For right roller, the ribbon should ride with no curl to 
1/4 inch above lower flange. 

If rollers do not meet requirment or ribbon is not tracking properly, the vertical alignment of the 
roller posts may be refined. To lower ribbon track, increase the amount the rear rollers lean outwards 
(the right roller to the right and the left roller to the left). To raise ribbon track, do the opposite. 
Caution must be used not to overadjust. A 1/4-inch spin-tight socket wrench will slip over roller post 
and can be used for adjusting. 
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B. PRINTER (Contd) 



ADJUSTMENTS (Contd) 

RIBBON TRACKING ( For 80- or 132-Column Tractor Feed Printers equipped with reinker mechanism) 
Requirement 

With the ribbon tracking in its lowest position on the right hand roller, ribbon moving in either 
direction, the ribbon should not ride so low as to cause a curl to form on the lower flange of the roller 
or any higher than Max 1/16 inch above the lower flange. 



REAR LEFT 
ROLLERS'^ ^DE 

Requirement 

With the ribbon tracking in its lowest position on the left hand roUer, ribbon moving in either 
direction, the ribbon should not ride so low as to cause a curl to form on the lower flange of the 
roller or any higher than Max 1/16 inch above the lower flange. 



FRONT VIEW 




REAR 




To Check 

Using a new ribbon and the unit running, check the position of the ribbon on the rear rollers of 
the right and left ribbon guide arms as the ribbon moves towards the right and then as it moves 
towards the left. See that the ribbon is tracking properly in both directions; if not, refine the 
adjustment. Tighten the right and left adjusting bracket mounting screws and eccentric clamp screws. 



To Adjust 

If the new ribbon does not track per this requirement, loosen the right and left adjusting bracket 
mounting screws and eccentric clamp screws. If the ribbon is tracking high on the right hand roller, 
rotate the high point on the eccentric toward the left. If it is tracking low, move the high point on 
the eccentric towards the right. If the ribbon is tracking high on the left hand roller, rotate the high 
point on the eccentric towards the right. If it is tracking low, move the high point on the eccentric 
towards the left. 




SCREW 

Printer With Reinker Mechanism 
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Note: On units equipped with reinker mechanism, if the ribbon cannot be made to track properly, check 
and see that the posts on the ribbon feed mechanism are square and that the retainer bracket (408989 on 
80-column or 402903 on 132-column) has the correct angle for the guide posts. The correct angle between 
the top surface of the bracket and the top surface of the two ears, used to mount the ribbon guide posts, 
should be approximately 234 degrees on 80-column printer or 229 degrees on 132-column printer. 




80-Column Printer 




132-Column Printer 



493, 5-50 



B. PRINTER <Contd) 

APJUSTtMTS (Cont4) 
POW£R SUPPLY VOLTAGE 

Requirement 

Voltage reading should be -24 V dc +. 1%. 

Tractor Feed Printers 

CABLE AND PLUG CONNECTIONS 

Remove printer logic circuit card. 

Plug the 402779 line cord with switch into the 402781 line cord adapter. Plug the 402781 adapter into 
J113 connector, the top rack and panel connector located on the left rear side of the printer. 

With the switch on the 402779 line cord in the OFF position, plug the line cord into a three-prong 
grounded power source. 

Plug the 402782 jumper plug into J114 connector, located immediately below J113 on the left rear side 
of the printer. 




Friction Feed Printers 

CABLE AND PLUG CONNECTIONS 



Remove printer logic circuit card. 

Plug the 402779 line cord with switch into the ac power connector (3-pin connector), JlOO, located at 
the left rear side of the printer. Verify that the switch is in the OFF position. Plug the other end of the 
402779 line cord with switch into a three-prong grounded power source. 



Plug the 402780 jumper plug into P106 located at the right rear top side of the printer. 
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POWER SUPPLY VOLTAGE (Contd) 

Connect applicable test cable (shown below) to the 408646 test assembly. 

40P154 80-Column Friction and 40P151 Tractor Feed 

Tractor Feed Tractor Feed 80-Column 132-Column 




TEST ASSEMBLY TEST ASSEMBLY 

Caution: Observe caution label on 408648, 408649, or 408650 when connecting plug. 
To Check 

With a volt-ohmmeter, check -24 V dc+1% between TPl and TPS on the 408646 test assembly. Operate 
402779 line cord with switch to ON. 



To Adjust 

If voltage is outside the required limits, adjust R9 resistor on voltage regulator circuit card. 




80-Column Friction Feed 132-Column Tractor Feed 
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C. OPCON 




The clearance between the cover and 
keytop is the only adjustment provided 
on the KD-KDP opcon. Normally, 
readjustment is not necessary unless 
the cover is replaced or if there is 
an interference between keytop and 
the cover. 




Cover-to-Keytop Adjustment 



Requirement 

Gap approximately equal in four places shown. 

To Adjust 

Remove the cover (see Page 6-2, 401100 Cover). Loosen three mounting screws friction tight on 
both sides of console. 

Insert screwdriver blade into adjusting slot and move keyboard assembly forward or to the rear to gain 
"gap" clearance. Tighten screws, replace cover and check gaps. 

Note: If gaps required are not approximately equal after reassembly, remove cover and repeat adjust- 
ment procedures. 



184056 
MOUNTING SCREW 




ADJUSTING 
SLOTS 




184056 
MOUNTING 
SCREW — 



^184056 

5s< MOUNTING 



KEYBOARD 
ASSEMBLY 



" SCREW 
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A , OPCONS 

1. GENERAL 

Precautions should be taken to assure that th^ opcon is disa£;seiiibled aind rea^sem^ 
bled under clean conditions. No oil, grease, or other liquids should be present on 
loose parts, subassemblies, keyswitches, or the coniplete opcon. 

Reference in the procedures to left qt right, UP or down, and top or bottom, etc, 
refev to the opcon in its normal operating position. 

When removing a subassembly or part from the Ppcon, do not force Qr pry parts to 
provide the necessary clearance for removal. No forcing is required to accomplish 
a removal procedure. Follow the removal procedure and note how each part is 
removed and the sequence of its removal so that proper reassembly can be accom- 
plished. 



40K108/RDJ Opcon 40K002/RAA 

RO Opcon 




2 . REMOVAL 



The following procedures apply to all opcons. 

To remove opcon from set or station : 

© Place thumb on left inward tab of 
opcon and press downward to unlatched 
position, 

® Hold opcon firmly with left hand , 
and with right hand place thumb on 
right inward tab and press downward 
to unlatched position. 

© Pull opcon forward to disengage from 
cabinet . 



LATCH 
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3. REPLACEMENT 

The following procedures apply to all opcons. 

To install opcon on set or station: 

©Slide left and right latches down. 

©Engage connector and left and right 
guides into slots. 

©Slide left and right latches upward 
into latched position. 

CAUTION : CHECK THAT OPCON IS FIRMLY ATTACHED 
ON BOTH SIDES BEFORE RELEASING HOLD. 

4. SUBASSEMBLY IDENTIFICATION KP AND ICP3 

NOTE : The number indicated in parentheses after each assembly designates the page 
covering the disassembly/reassembly procedures. 



LEFT GUIDE 




401100 
COVER 
(6-27) 
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A. OPCONS (Contd) 

5. CONVERSIONS 

Conversions from one 40K108 opcon keyboard arrangement to another is accomplished in the following 
ways: 

a. Disabling certain mode selections by substituting blank blocking keytops for keytops having 
descriptive des^ations. 

b. Enabling certain mode selections by substituting kejrtops with descriptive designations for blank 
blocking keytops. 

Keyboard arrangements are directly related to the various Tempest Model 40 Set arrangements relative to 
selectable controller and/or printer options. The variable kejrtops involved are shown and described. 
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All 40K108 opcons have the same typewriter field, cursor controls and editing features key top arrange- 
ment. 

Data Keytop Blocking Keytops 

e ^ ^ & 

a. Control b. Data c. Wide Cursor Tab 



6. KEYTOP AND KEYSWITCH IDENTIFICATION 



Keytop Identification 
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Control Keytop 




a. Indicator 

b, Nonindicator 



*The 340765 compression spring between the 340767 keytop and the housing must be ordered separately. 
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A. OPCONS (Contd) 
6. KEYTOP AND KEYSWITCH IDENTIFICATION (Contd) 
Keyswitch Identification 
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PUSH ROD 
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® 340720 


Basic 


White 


® 340721 


Repeat 


Green 


® 340722 
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Combination 


Yellow 


©405925 


Indicator 


Black 
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7. DISASSEMBLY/REASSEMBLY - KP AND KP3 



AOllOO Cover 




402255 Pan 



Stand opcon upright on back side as shown. 

Use a thin bladed screwdriver or orange stick 
and pry left and right levers down. Remove 
cover. 

Remove six 152893 screws, 110743 

lockwashers and 125011 flat washers 




5)^Remove eight 152893 screws, 110743 

lockwashers and 125011 flat washers 




©Remove two 184056 
screws; one from 
each side of 
frame. 



SSI Connector Orientation 




Remove pan. 



402255 PAN 



Remove push-on terminals of 408961 cable assembly. 
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A. OPCQNS (Contd) 
7. PISASgEMBLY/REASSEMBLY (Contd) 
S pacebar Mechanism 

•Remove 401100 cover (6-2), 
•Remove both control keytops. (See Below.) 



405999 
SPACEBAR 



1 



405913 
WIRE BAIL 




S 




2) With wire bail removed, push spacebar 
to right and upward to release spacebar 
from guides keyswitch assembly. 

Keytops 

To remove data keytops: 

Place 3A6260 tool over the keytop and pull up to 
remove . 

CAUTION 1 : THE CAPS LOCK KEYTOP MUST BE IN THE 
FULLY EXTENDED, UNLATCHED POSITION BEFORE ATTEMPTING 
TO REMOVE THE KEYTOP. FAILURE TO OBSERVE THIS 
PRECAUTION WILL RESULT IN A DAMAGED KEYSWITCH. 

To remove control keytops and blocking keytops: 
0Grasp keytop using thumb and index finger, 
(2)Exert upward force until keytop releases. 

In reassembly of the blocking keytop for the CAPS 
LOCK switch only, operate the switch to the latched 
(down) position. For all other blocking keytops, 
position keytop over switch housing and snap down 
until ridges are retained by notches in switch body. 



Disengage 405913 wire bail 
from two snap clips formed 
out of top shield using a 
small screwdriver. Push 
bail to rear. 



346260 
TOOL 




CAUTION 2 ; CONTROL ROW BLOCKING KEYTOPS 
ARE NOT THE SAME ON THE FRONT AND REAR 
SIDE AND MUST BE ASSEMBLED WITH THE PROPER 
ORIENTATION. 



Toward 
REAR 



Edge of Opcon 



Toward 
FRONT 



Edge of Opcon 



Profile of Control Row Blocking Keytop 
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To remove new line key top. 




406959 
KEYTOP 
EXTRACTOR 



©Remove TAB keytop directly 
above the NEW LINE keytop. 

©Insert the fork portion of the 
406959 keytop extractor under 
the top edge of the keytop so 
that the tines of the extractor 
tool are around the metal post 
at the top of the keytop and the 
340764 spring is depressed under 
the extractor tool. 

©Pry up with the extractor tool being 
sure the tines of the extractor tool 
pry against the metal plate embedded 
in the keytop. Pry up until keytop 
pops loose. 



405906 Keytop Shield 



©Remove two screws. 
Remove 405919 bars 



405919 BAR 




4)Remove seven screws. 
Remove 405927 bar. 



405927 
BAR 




EOS TEST POINT 
(Under Bar) 



TKL(MLA3) 
(Under Bar) 



CONTROL 























c 


Q 


W 


E 


R 


T 


Y 


U 


1 





P 







SHIFT 


z 


X 


c 


B 


V 


N 


M 


> 




/ 


SHIFT 



405906 
KEYTOP SHIELD 

©Remove 16 screws. 

Remove 405906 keytop shield 




CONTROL 



©Remove all keytops 
in rows 1 through 5. 



405919 
BAR 



ROWS 1-5 
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A. OPCONS (Contd) 
7. DISASSEMBLY/REASSEMBLY (Contd) 



Keyswitches 

•Remove 401100 cover (6-2). 
•Remove 402255 pan (6-7). 
•Remove keytops (6-8). 
•Remove 405906 keytop shield (6-9). 

0Place 346257 tool over keyswitch 
and press downward. When tool 
bottoms and embossed projections 
snap into notches on keyswitch, 
squeeze and pull back on tool to 
lift keyswitch out. 



BASIC 
KEYSWITCH 

CHANNEL 
TINES 



ORemove solder from around 
terminal pins of keyswitch 
to be removed. 




- SOLDER 
REMOVED 



LOCATING LUG 
405931 Cover Assembly 
•Remove 402255 pan. 

©Remove four 152893 
screws, 110743 lock- 
washers and 125011 
flat washers. 



©Remove 405931 
cover assembly.' 




CAUTION : USE A LOW WATTAGE SOLDERING IRON 
(AVOID PROLONGED CONTACT WITH PINS) ALONG 
WITH A DESOLDERING TOOL TO PREVENT DAMAGE 
TO KEYSWITCH CARD CIRCUITS AND COMPONENTS. 



NOTE: The tool tines must pass between key- 
switch housing and inside of channel tines. 

In reassembly, insert new keyswitch, 
observe position of locating lug, and 
press keyswitch into channel. Switch 
must snap fully into front and rear 
channel tines. Hold keyswitch in 
place and resolder. 




402255 PAN 




iRemove push on terminals 
of 408961 cable assembly 

Unsnap 401149 connector 
from mounting bracket. 



Remove six 152893 screws, 110743 lock- 
washers and 125011 flat washers. 



TEMPEST MODEL 40 MANUAL 493, 6-11 



410566 Transformer and Filter Circuit Card 

• Remove 402255 pan. 
•Remove 405931 cover assembly. 




^405931 
COVER ASSEMBLY 



8. SUBASSEMBLY IDENTIFICATION - RO 

Note: The number indicated in 
parentheses after each assembly 
designates the page covering the 
disassembly /reassembly procedures. 




CABLE ASSEMBLY 



401161 
COVER 
(6-12) 
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A. OPCONS (Contd) 
9. DISASSEMBLY/REASSEMBLY - RO 



4Q116X Cover 



Remove two 184056 screws 
w/lockwashers mounting cover 
to keyswitch bracket. 




Keytops 

©Grasp key top using thumb and 
index finger. 

(DExert upward force until 
keytop releases. 

CAUTION : BLOCKING KEYTOPS ARE NOT 
THE SAME ON THE FRONT AND REAR SIDE 
AND MUST BE ASSEMBLED WITH THE 
PROPER ORIENTATION. 



Toward 
REAR 



Edge of Opcon 



Toward 
FRONT 



Edge of Opcon 



Profile of Blocking Keytop 

Keyswitches 

•Remove 401161 cover (see above). 
•Remove keytops (see above). 




In reassembly of blocking keytops, 
position blocking keytop over switch 
housing until ridges are retained by 
notches in switch body. 



402046 
COVER 



402049 
COVER 





^402050 
RECEPTACLE HOUSING 



Remove two 152893 screws, 110743 
lockwashers and 3599 nuts . Remove 
402050 receptacle housing and 402046 
cover. Unsnap 401149 connector from 
bracket. 



Remove ten 151152 screws, 
110743 lockwashers and 125011 
flat washers. Remove 402049 
cover. 
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©Remove two 184056 screws w/lockwashers 
securing keyswitch channel. 



I i I I I I 





O 



402045 
CABLE ASSEMBLY 



CHANNEL 



CHANNEL 




402045 
CABLE ASSEMBLY 



346241 
INSULATOR 



©Remove solder from terminal pins 
securing cable leads and jumpers, 
and remove insulator. 



CAUTION : USE A LOW WATTAGE SOLDERING 
IRON (AVOID PROLONGED CONTACT WITH PINS) 
ALONG WITH A DESOLDERING TOOL TO PREVENT 
DAMAGE TO CABLE LEADS. 



(DPlace 346257 tool over keyswitch 
and press downward. When tool 
bottoms and embossed projections 
snap into notches on keyswitch, 
squeeze and pull back on tool to 
lift keyswitch out. 



NOTE ; The tool tines must pass 
between keyswitch housing and 
inside of channel tines. 

In reassembly, insert new keyswitch, 
observe position of locating lug, and 
press keyswitch into channel. Switch 
must snap fully into front and rear 
channel tines. Before resoldering, 
replace insulator, hold keyswitch in 
place and resolder. 



KEYSWITCH 




CHANNEL 
TINES 



TERMINAL 
PINS 
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A. OPCONS (Contd) 
10. KEYTOP AND KEYSWITCH IDENTIFICATION - RO 



346291 
SPACER 





OPTIC 


TEST 


PARITY 
ERROR 


TERM 
READY 





346291 
SPACER 



Keytop Identification 



TP PART NO. 


KEYTOP DESCR 


346124 
346125 
346126 
346127 


OPT II 
TEST 

PARITY ERROR 
TERM READY 



Keyswitch Identification 



KEYTOP DESCR 


KEYSWITCH NO. 


INDICATOR 
HOLDER 
COLOR 


OPT II 


346214 


Black 


TEST 


346214 


Black 


PARITY ERROR 


346213 


Blue 


TERM READY 


346213 


Blue 



B. FRICTION FEED PRINTER 



1. REMOVAL AND REPLACEMENT OF ENTIRE PRINTER ASSEMBLY 



NOTE ; The 410640 or 410076 circuit card can be removed when printer is in 
maintenance position. 



© Open cover. 

©Disconnect P106 interlock 
cable connector. 

Remove paper roll. 



©Release (push in) printer slide detents and 
pull printer out by grasping it by the frame 
(front bottom). 

PRINTER SLIDE 
DETENT 





© Release printer to tilt position 
by depressing left and right 
release levers. ©Disconnect 115 V ac JlOO connector. 

©Disconnect SSI cable from printer cable. 
To install printer reverse removal procedures. 



TEMPEST MODEL 40 MANUAL 493, 6-15 



2. SUBASSEMBLY IDENTIFICATION 



Note: Unless otherwise specified, assemblies 
are common to 40P101 and 40P102 printers. 

400908 
POWER SUPPLY 




(6-18) 

Note: To remove a subassembly, go to the page referenced in parentheses. Sequence does 
not imply a strict adherence to disassembly, as many subassemblies are independent of 
each other for removaL 



400001 
PRINT HEAD 
ASSEMBLY 

(6-30) 



402402 
MOTOR AND 
MOTOR FAN 



400300 
RIGHT 
CASTING 
ASSEMBLY 

(6-27) 

400201 
OR 400377 (40P101) 
OR 402970 (40P102) 
FRONT CASTING 
ASSEMBLY 
(6-25) 



400955 
LOW PAPER 

SWITCH 
ASSEMBLY 
(6-32) 




400903 (40P101) 
OR 407209 (40P102) 
COVER 
ASSEMBLY 
(6-23) 



400901 
TRANSFORMER 
(6-33) 



410640 OR 410076 
CIRCUIT 
CARD 
ASSEMBLY 
(6-24) 
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B. FRICTION FEED PRINTER (Contd) 
3. DISASSEMBLY/REASSEMBLY 

NOTE ; Foam rollers on the paper feed roller and plastic mask are peculiar to the 
40P102 noise reduced printer or 40P101 printer equipped with acoustical noise 
reduction parts (407104 modification kit). 

(Ref Front Casting — Early Design) 



FOAM ROLLERS 




PLASTIC MASK 
PAPER FEED ROLLER 

PRESSURE ROLLER 



-7) (Ref Front Casting — Late Design) 





(Front View) 



402420 Ribbon Feed Assembly 

• Remove the ribbon (402444 — not shown). 

©Remove three screws w/lockwashers (184056). 
Note: Only two screws w/lockwashers (184056) 
are used with late design front casting. 

©Remove ribbon feed assembly (402420). 
©Move to right to remove belt (400630). 
In reassembly, perform the Ribbon Feed Drive 
Belt Tension adjustrnent. 
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Type Carrier 

® Remove the ribbon (402444). 

(D Release the thumb lever on the left ribbon 
guide bracket allowing the guide to spring 
to left. 

(D Loosen the thumbscrew on the right ribbon 
guide bracket and swing the guide to the 



right. 




©On late design 40P101 or on noise reduced 
printer (carrier top guide secured to backup 
bar with three thumbscrews) remove carrier 
top guide. 




(D Lift up the arm on the left type carrier sprocket 
to release the spring bias on the sprocket. While 
holding the arm up, lift the type carrier from the 
right sprocket and remove. 




When replacing the type carrier, observe the 
following: 



• Start carrier at left sprocket. 

• On early design unit (carrier top guide not 
secured with thumbscrews) make sure all pallet 
stems at top of belt are under the top guide. 

• Rotate carrier one revolution by turning 
impeller gear clockwise. 

• Align all pallets against left sprocket flange. 

Caution: Damage to type carrier or printer 
will result if any type pallet is left protruding. 

• On late design unit, reinstall carrier top guide. 
With the three thumbscrews loose, apply 
slight pressure to the top guide, down and 
toward the front of unit. Hold in this posi- 
tion while tightening thumbscrews. 




IMPELLER 
GEAR 
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B. FRICTION FEED PRINTER (Contd) 



3. DISASSEMBLY/REASSEMBLY (Contd) 

402945 Mask w/Bracket (Noise Reduced 
Printer) 

• Remove ribbon feed assembly (6-17). 

• Remove type carrier (6-17). 

• Open paper tray (6-24). 

pressure release lever forward. 

©Remove two screws w/lockwashers (184060). 
Angle bottom right comer of mask downward 
and toward the right. 



(Ref Front Casting for 
Noise Reduced Printer) 




402945 
MASK 



To facilitate installation of 402945 mask w/bracket, 
stand printer on rear. 

In reassembly, perform Ribbon Feed Drive Belt 
Tension and Mask adjustments. 

400470 Line Feed Assembly and Belt 

O Slide clutch drive belt (400634) off. Replace 
if worn. 

© Remove spring (41385). 

©On early design, remove three screws (one 
153442 and two 173974), three lockwashers 
(45815), and two flat washers (41663). 
On late design, remove two screws (one 153442 
and one 173974), two lockwashers (45815) 
and one flat washer (41663). 




© © 

Not present on late design. 

©Carefully separate the line feed assembly, 
(400470), from the casting. Do not move line 
feed assembly too far away from the printer. 
Move assembly just enough to disconnect the 
two wires attached to the coil, and then remove 
assembly. 




SLATE 
WIRE 



RED 
WIRE 



Note: When reassembling, connect red wire to 
front terminal of magnet; slate wire to rear ter- 
minal (as viewed from front of printer). Cut cable 
strap for ease of reassembly, then retie. 

In reassembly, perform the Clutch Drive Belt 
Tension adjustment. 



Feed Bar Drive Belt Replacement 
• Remove Line Feed Assembly and Belt (6-18). 

©Remove nut (112626), lockwasher (45815), 
and flat washer (3438). 

(g) Remove screw (153442) and lockwasher 
(45815). 

(D Remove plate and feed bar drive belt (400632). 
Replace belt. 



EARLY DESIGN 
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Impeller Shaft Drive Belt Replacement 
Remove clutch drive belt (400634). 

(2) Loosen three motor adjusting screws friction 
tight. Press motor inward and up to release 
belt tension. 

(D Remove worn belt and replace with new belt 
(400631). 




In reassembly, perform the Impeller Shaft Drive 
Belt Tension adjustment. Check the Clutch Dnve 
Belt Tension adjustment. 



In reassembly, perform the Line Feed Bar 
Eccentric and Drive Belt Tension adjustment 
and the Clutch Drive Belt Tension adjustment. 
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B. FRICTION FEED PRINTER (Contd) 



3. DISASSEMBLY /REASSEMBLY (Contd) 

Sprocket Conversion (60 Hz to 50 Hz, 
50 Hz to 60 Hz^ 

Note 1 : Only those printers equipped with 
402402 motors and 402632 ac input and motor 
control assemblies are capable of operation on 
either a 50 or 60 hertz 117 V ac source of power. 
Conversion is accomplished by installing the 
proper sprocket on the motor shaft, 400280 for 
60 hertz, 400282 for 50 hertz. 

Note 2: Early printers equipped with either the 
400905 or 400960 ac input and motor control 
assembly and the 400270 motor, (60 hertz only) 
may be updated for 50 or 60 hertz operation with 
the 402633 modification kit and the 400282 
sprocket. 

• Remove Impeller Shaft Drive Belt (6-19). 

© Remove screw (153841), lockwasher (2191), 
and nut (3598) from sprocket. Remove 
sprocket. 

® Replace with sprocket (400282), 50 hertz or 
(400280), 60 hertz. 




® 



In reassembly, perform the Impeller Shaft Drive 
Belt Tension adjustment and the Clutch Drive^elt 
Tension adjustment. 



400908 Power Supply Assembly 

Unplug two connectors at the front of power 
supply. 




(D Remove screws (153484) and lockwashers 
(107116) from terminals 1 (WHITE-BLUE 
lead) and 3 (WHITE-BLACK lead) on the 
relay. 



® Remove 2 screws w/lockwashers (184056). 
Remove power supply assembly (400908) and 
replace. 




In reassembly, make sure the WHITE-BLACK lead 
is on the 3 terminal and WHITE-BLUE is on the 1 
terminal. 
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400905 AC Input and Motor Control 
Assemblies 

Note: Present on early printers. Later printers 
equipped with 400960 or 402632 ac input and 
motor control assembly as detailed in (6-22). 

© Remove the connectors. 

©Remove screw w/lockwasher (181241) from 
relay cover. Remove cover. 




©Remove screws (153484) from motor control 
relay at terminals 4, 2, and 7 to disconnect 
leads. 




WHITE-BLACK 



WHITE-BLUE 



Motor Control Relay 

© Remove screw (151631), lockwasher (2191), 
and flat washer (7002) from cable clamp to 
loosen cable. 




©Disconnect frame ground strap (328678 or 
318845) at motor control assembly. 

Note: Do not disconnect ground strap from 
printer base. 

92260 
LOCKWASHER 



Early Design 
Grounding Parts 




•3286 78 
STRAP ASSEMBLY 



107116 
LOCKWASHER 



318845 
STRAP ASSEMBLY 





Late Design 
Grounding Parts 



© Remove screw w/lockwasher (184055) securing 
motor control assembly (400905) to paper 
container. Remove assembly. 



^143306 

FUSE 
(lA, SL-BL, 

MDLl) 




In reassembly, make sure that the correct color 
leads are connected to the terminals on the relay, 
and the correct connectors are mounted to their 
receptacles. 



/ 
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B. FRICTION FEED PRINTER (Contd) 
DISASSEMBLY /REASSEMBLY (Contd) 



400960 or 402632 AC Input and Motor 
Control Assemblies 

© Remove two screws that fasten connector 
mounting bracket. Position bracket as shown. 

(D Unplug connectors from the three receptacles. 




i (lA, SL-BL, 
n MDLl) 



143306 
FUSE 



CONNECTOR 
MOUNTING 
BRACKET 



® Remove 184056 screw w/lockwasher . 

® Remove two 184055 screws w/lockwashers. 
Motor control assembly should drop down for 
access to the ground strap screw. 




© Disconnect (318845 or 328678) frame ground 
strap at the motor control assembly. Remove 
the assembly. 

Note: Do not disconnect ground strap from 
printer base. 



(D Stand printer on rear and open cover (6-24). 

Remove screw, lock washer and flat washer from 
cable clamp. Move cable to right of cover. Close 
cover and restore printer to normal position. 





Late Design 
Grounding Parts 



107116 
LOCKWASHER 



318845 
STRAP ASSEMBLY 



7 




198670 
SCREW 
W/LGCKWASHER 

Early Design 
Grounding Parts 



92260 
LOCKWASHER 



328678 
STRAP ASSEMBLY 



198670 
SCREW 
W/LOCKWASHER 
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400903 Cover Assembly (40P101) 
407209 Cover Assembly (40P102) 



Remove the four screws w /lock washers 
(184057) and the clamp (400586) that 
secure the cover to the castings. 

(DLift up cover and unplug connectors from 
receptacles. Remove cover. 





151630 SCREW 

2191 
LOCKWASHER 



BRACKET 



164598 SCREW. 



.(SLATE \7ire)v /XV'^V.^ 55361 

Vj LOCKWASHER 

-^-^^^ ( 318835 



(WHITE Wire) 
15 

TRANSISTOR 



125011 
FLAT WASHER 

155861 
LOCKWASHER 




COVER 



125011 
WASHER 



110435 
NUT 



© For replacement of the transistor (318835) 
located on the back of the cover, use the 
following illustration, and note location of the 
parts. 



In reassembly, make sure all wires are connected 
properly and thermal compound is applied to the 
bases of the insulator and transistor. 
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B. FRICTION FEED PRINTER (Contd) 



3. DISASSEMBLY/REASSEMBLY (Contd) 

410076 or 410640 Circuit Card Assembly 

Note 1 : 410076 circuit card assembly can be used 
in the 40P101 or 40P102 printer. The 410640 
circuit card assembly cannot be used in the 40P102 
printer. 

0Open the paper tray by grasping knobs and snap 
tray down while printer is raised. 

(D Remove two screws (184056) that secure the 
circuit card cover to the bottom of the printer 
and allow the cover to hang down. 

©Using finger hold and a firm grip of the card 
edge on the opposite side as shown, apply an 
even pulling force and unplug the circuit card 
from the two rows of magnet assembly contacts. 

©Lift left (bottom) end of card up and out of 
channel (by passing printer base shipping screws) 
first, then right side of card up and out. 
Remove card from J3. 



Note 2: During reassembly, make certain that the 
J3 connector is plugged onto the card and that the 
card is located within the channel before plugging 
it into the two rows of magnet assembly contacts. 
Apply slight pressure at both ends and middle of 
card to fully seat it on magnet contacts. 

Note 3: When replacing the 410076 or 410640 
circuit card with a NEW card, remake the Impeller 
Shaft Sensor and Flag Sensor adjustments. 

Caution: When handlir^ circuit cards with 
MOS devices such as the 410076 or 410640 
circuit card, personnel must wear a static protec- 
tion grounding strap (346392 or equivalent). 
The strap must be worn in firm contact with 
the skin at all times with the ground clip con- 
nected to ground as illustrated below. Care 
should be taken to avoid touching circuit paths 
or components on the circuit card. 





CONNECT 

TO 
GROUND 



346392 



Service personnel are never to be connected 
directly to ground but rather through a high 
resistance discharge path of a minimum of 
one megohm where 115 Vac is present. This 
resistance is built into the grounding strap 
(346392). 
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400201 or 400377 Front Casting Assembly 
(40P101) 

402970 Front Casting Assembly (40P102) 

• Remove type carrier (6-17). 

• Remove circuit card as a precaution against 
damage (6-24). 

• If equipped with early design ac input and 
motor control assembly, remove relay cover 
and wires (6-21). 



©Remove two screws (400405), two bushing 
isolators (338728), and two lockwashers 
(3646) from the front of the printer base. 

©Remove two screws (400406), two bushing 
isolators (400402), and two lockwashers (2669) 
from the rear of tne printer base. Remove base. 
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B. FRICTION FEED PRINTER (Contd) 



3. DISASSEMBLY/REASSEMBLY (Contd) 

Unhook spring (41385) from post on line 
feed assembly to disengage pawls. 




• To gain access to the front mounting screws, it 
is necessary to remove the left and right ribbon 
guides. 

To remove left ribbon guide, remove two 
screws (110434), two lockwashers (3640), and 
two flat washers (125011). 



(D To remove right ribbon guide, remove screw 
(110434), lockwasher (3640), and flat washer 
(125011). 




® Rotate the finger lever clockwise on the left 
type carrier (idler) pulley to gain access to the 
mounting screw (153442), lockwasher (45815), 
and flat washer (41663). Remove hardware. 
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® Remove the three remaining screws (153442), 
lockwasher (45815), and flat washer (41663). 
Move the front casting assembly to the left 
until clear of the type carrier pulley and remove. 




:^'^r. 




400300 Right Casting Assembly (40P101) 

Note: Right casting for 40P102 is the same except 
for the ribbon roller posts used. 

• Remove type carrier (6-17). 

• Remove ac input and motor control (6-21). 

• Remove circuit card (6-24). 

• Remove front casting (6-25). 

® Remove retainer (400075) from shaft. 

(D Slide off spring, gear, adjusting ring, collar, 
tuning wheel, and bushing from shaft. 



The front casting adjustments should be checked 
to see if adjustment is required. Also perform 
Ribbon Guide adjustment. 
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3. 



B. FRICTION FEED PRINTER (Contd) 
DISASSEMBLY /REASSEMBLY (Contd) 



® Unhook spring (110438) from post on sensor 
bracket. 

® Remove two screws w/Iockwashers (184056), 
and slide switch bracket out. 

Cut cable strap, if present. 




Note: If slide switch (402861 ) or button 
switch parts require replacement, use the 
following illustration for parts replacement. 



SW2 



(BK) 
(BK) 



(BK) 
(BK) 



KEY 



i: 'i 



LFl-2 
SWl 



i: •! 



W-BK 



(BL) 



TEST 




1 (BK) 

2 (W/G) 



92265 SCREW 

90791 
LCKJKWASHER 



402861 
SLIDE 
SWITCH 



(Ref Right 
Casting) 




(PART OF 
402631) 



402427 LAMP 



402428 
REFLECTOR 
NUT 



(Ref Switch 
Bracket) 



402631 
BUTTON 
SWITCH 



• To remove sensors proceed as follows: 

® Remove the two nuts (3599) and lockwashers 
(3640) holding bracket to the plate. Remove 
bracket. 



PLAI^ 





BRACKET 
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© Remove the nut (3599), lockwasher (3640), 
and flat washer (125011) holding the plate to 
the post. Remove plate. 

(D Loosen the screw holding the sensor. Remove 
the sensor. 

® Be careful not to lose spacer (400931). 




® On the front, loosen the screw holding the 
sensor. Remove the sensor. 



® Be careful not to lose spacer (400931). 




@ Remove three screws, w/lockwashers (184057) 
holding bottom pan to the casting. 

©Remove shoulder screw (400293), lockwasher 
(45815), and nut (112626); remove screw 
(153442), and lockwasher (45815); remove 
post (400457) and lockwasher (2669); remove 
right casting assembly (400300). 




In reassembly, reverse removal procedure. Check 
the Impeller Shaft Sensor Gap and Flag Sensor 
Gap adjustments. On printing test, the Impeller 
Shaft to Carrier Phasing, the Impeller Shaft Sensor, 
and Flag Sensor adjustments may have to be 
checked. 
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B. FRICTION FEED PRINTER (Contd) 



3. DISASSEMBLY/REASSEMBLY (Contd) 
400001 Print Head Assembly 

Warning: If a trouble is isolated to the Print 
Head Assembly, the complete printer should 
be replaced. Disassembly information shown 
is for repair shop location reference. 

• Remove type carrier (6-17). 

• Remove impeller shaft drive belt (6-19). 

• Remove ac input and motor control (6-21). 

• Remove circuit card (6-24). 

• Remove front casting (6-25). 

• Remove right casting (6-27). 

Note: It is suggested that when right casting is 
removed, a 3 -inch piece of wood be placed under 
right end of print head to keep it from dropping. 




At left casting, remove shoulder screw 
(400293), lockwasher (45815), and nut 
(112626). 

(D Also, remove screw (153442), lockwasher 
(45815), post (400317), and lockwasher 
(45815). Remove print head assembly 
(400001). 




In reassembly, be sure to follow all the proce- 
dures and perform aU the adjustments. 



WOOD BLOCK 



TEMPEST MODEL 40 MANUAL 493, 6-31 



402402 Motor Assembly 

• Remove the cover (6-23 ). 
© Remove motor cable connector. 



Loosen setscrew in hub of fan and pull the fan 
(408032) off from the end of the motor shaft. 










R 

1 











(Right Side View) 



©Remove four screws (173974), lockwashers 
(45815), and flat washers (3438) holding 
transformer to the pan. Slide transformer 
up and out. 



MOTOR 



TRANSFORMER 





MOTOR 




(S| Remove the left mounting screw (184056). 

® Loosen the right mounting screw and then 
pivot the switch bracket up approximately 
90 degrees. 





(Top View) 



493, 6-32 



B. FRICTION FEED PRINTER (Contd) 



3. DISASSEMBLY /REASSEMBLY (Contd) 

(D Loosen three motor adjusting screws friction 
tight. 

©IPress motor inward and up to release belt 
tension. Remove belt (400631). 

® 'Remove the top mounting screw (99082) and 
lockwasher (93985). Remove the bottom left 
mounting screw (151723) and lockwasher 
(45815). Remove bottom right mounting screw 
(153442), lockwasher (45815) and flat washer 
(41663). Remove motor assembly. 

Note: On late design, remove the top mounting 
screw (99082) and lockwasher (93985) and the 
three motor adjusting screws (99082), lockwashers 
(93985) and flat washers (44048) to remove 
motor assembly. 




In reassembly, make sure fan blade is properly 
remounted and does not touch mounting plate of 
paper-out assembly. Plug cable connectors. 

In reassembly, perform Impeller Shaft Belt 
Tension adjustment. Check Low Paper Switch 
adjustment. * 

400955 Low Paper Switch 



• Remove the cover (6-23). 

©Remove screw (184056) from left side. 

©From right side remove screw (151631), lock- 
washer (2191), and flat washer (7002). Unplug 
connector from associated cable connector. 
Remove low paper switch assembly (400955). 




CONNECTOR 




In reasembly, make sure the connectors are 
plugged together. 



(Left Side View) 
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400901 Transformer 
• Remove the cover (6-23). 

® Remove four screws (173794), four lock- 
washers (45815), and four flat washers (3438) 
holding transformer to the pan. 

©Unsolder four leads to the transformer. 
Remove transformer (400901). 

Caution: Be careful not to cut or pinch any 
other wires. 

Note: In reassembly, reverse the disassembly 
procedure and resolder the four wires to the 
transformer terminals. After terminating 
wires, bend transformer terminals toward the 
core. Nestle wires between the winding and 
the core. The wires must not protrude 
beyond the top of the core. 



TRANSFORMER 




In reassembly, note the numbering of the trans- 
former terminals and follow the coloring wire list. 
Retie the cable. 



-a 



Terminal 
1 
2 
3 
4 



Color 
BK 
W 
Y 

BR 



C. 80 -COLUMN TRACTOR FEED PRINTER 
1. REMOVAL AND REPLACEMENT OF ENTIRE PRINTER 



O Open lid. 




Late Design Cabinets 
With Latch Assembly 



©Depress the latch assembly 
until the moveable catch 
releases under the extension 
tab on the printer connector. 
(Continue with Step 5 to 
remove the printer.) 



Moveable latch. 



Open tractor lids 
and remove paper. 

Depress left and right latch 
lever and lift printer to 
upward position. 



Early Design Cabinets: 

© Insert large screwdriver 
into right printer lately 
and pry up detent. 




Extension tab on the 
printer connector bracket. 





Pull printer 
forward by 
grasping 
handle at 
top, and 
slide off 
mounting 
tracks. 
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C. SO-COLUMN TRACTOR FEED PRINTER (Contd) 
2. SUBASSEMBLY IDENTIFICATION 

NOTE I Unless otherwise specified, assemblies are common to 40PI5I, and 40PI54 
80-Column Tractor Feed Printers. 



4U2460 
PAPER HANDLING 
ASSEMBLY 
(6-37) 



FORM-OUT 
BELT 
(6-50) 



402625 
LEFT ARM 
ASSEMBLY 

(6-37) 



402507 AND 402508 
TRACTOR ASSEMBLIES 
(6-38) 




402613 
PAPEROUT 
SWITCH 
(6-48) 



402622 
RIGHT CASTING 
ASSEMBLY 
(6-39) 



402626 
RIGHT ARM 
ASSEMBLY 
(6-41) 



TYPE 
CARRIERS 
(6-35) 



402420 
RIBBON FEED 
ASSEMBLY 
(6-35) 



400001 
PRINT HEAD 
ASSEMBLY 
(6-40) 

402430 
FRONT PLATE 
ASSEMBLY 
(6-41) 



402620 (40P151) 
OR 402978 (40P154) 
POWER MODULE 
ASSEMBLY 
(6-46, 6-47) 



410155 (40P154) 
MOTOR CONTROL 
CIRCUIT CARD 
ASSEMBLY 
(6-48) 



400631 
IMPELLER 

SHAFT 
DRIVE BELT 
(6-43) 



400901 (40P151) 
OR 402982 (40P154) 
TRANSFORMER 
ASSEMBLY 
(6-44, 6-45) 

410150 (40P151) 
OR 410151 (40P154) 
REGULATOR 
CIRCUIT CARD 
ASSEMBLY 
(6-49) 



402570 
FORM-OUT 
ASSEMBLY 
(6-42) 




318835 
TRANSISTOR 
(6-47) X 

402402 
MOTOR 
ASSEMBLY 
(6-43) 



402533 (40P151) 
OR 402911 (40P154) 
BASE ASSEMBLY 

(6-36) 



402621 
LINE FEED 
ASSEMBLY 
(6-42) 



400632 
FEED BAR 
DRIVE BELT 

(6-43) 



410076,410640 

(40P151)OR 
410071 (40P154) 
CIRCUIT CARD 
ASSEMBLY 
(6-36) 



NOTE t To remove an assembly, go to the page referenced in parentheses. Sequence 
does not imply a strict adherence to disassembly as many assemblies are indepen- 
dent of each other for removal. 
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3. DISASSEMBLY/REASSEMBLY 

402420 Ribbon Feed Assembly 

® Stand printer on rear with ribbon feed 
mechanism up. 

® Pull off ribbon spools. Roll up ribbon 
(402444) and set aside. 

d) Remove three 184056 screws w/lockwashers. 

® Move ribbon feed assembly to right to 

disengage drive belt (400630). Remove ribbon 
feed assembly and drive belt. 

CD When installing ribbon, follow ribbon loading 
instructions printed on cover top. 

In reassembly, perform the Ribbon Feed Drive 
Belt Tension adjustment. 




Type Carriers 

• Remove ribbon. 

® Release thumb levers on left and right ribbon 
guide brackets allowing guides to spring to 
sides of printer. 

(D Remove three thumbscrews and lockwashers, 
then remove carrier top guide from over type 
carrier. 

® Flags should be to left and right of backup bar 
for ease of removal. Lift up arm on left type 
carrier sprocket to release spring bias on sprock- 
et. While holding arm up, lift type carrier from 
right sprocket and remove. 

Note: When replacing the type carrier, observe 
the following: 

• Start carrier at left sprocket. 

• Rotate carrier one revolution by turning 
impeller gear clockwise. 

• Align all pallets against left sprocket flange. 

Caution: Damage to type carrier or printer 
will result if any type pallet is left protruding. 




® When replacing the carrier top guide, make sure 
it is positioned to front. This insures that type 
carrier is positioned against backup bar. 
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C. 80-COLUMN TRACTOR FEED PRINTER (Contd) 



3. DISASSEMBLY/REASSEMBLY (Contd) 

410076 or 410640 Circuit Card Assembly (used 
on 40P151) or 410071 Circuit Card Assembly 
(used on 40P154). 

• Stand printer on rear. 
(D Remove two screws. 
(D Loosen three screws. 
(D Slide plate out. 

® On 40P151, remove connector from 410076 
or 410640 card, and using pull points, pull 
card down and out. 

©On 40P154, unplug flat PI 09 cable from left- 
hand side of 410071 card. Slide to left. 

©Lift left-hand side of 410071 card away from 
printer to a 90-degree position. 

©Unplug PI 06 sensor and PI 03 power supply 
cables from the 410071 card. 

Note: When replacing the 410071, 410076, or 
410640 circuit card with a NEW card, remake the 
Impeller Shaft Sensor and Flag Sensor adjustments. 




410071 
CARD 



Caution: When handling circuit cards with MOS 
devices such as the 410071, 410076, or 410640 
circuit card, personnel must wear a static protec- 
tion grounding strap (346392 or equivalent). The 





strap must be worn in firm contact with the skin 
at all times with the ground clip connected to 
ground as illustrated below. Care should be 
taken to avoid touching circuit paths or compo- 
nents on the circuit card. 



CONNECT 

TO 
GROUND 



346392 



Service personnel are never to be connected 
directly to ground but rather through a high 
resistance discharge path of a minimum of 
one megohm where 115 Vac is present. 
This resistance is built into the grounding 
strap (346392). 

402533 Base Assembly (used on 40P151 or 
402911 Base Assembly (used on 40P154). 

• Remove circuit card. 

® Remove four ring retainers and spacers. 

@ Loosen two connector bracket mounting screws. 

® Remove post that secures connector bracket to 
base. 
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402625 Left Arm Assembly 

• Remove ribbon (6-35). 

• Remove type carrier (6-35). 

©Unhook spring (402905) from left arm assembly 
spring post. 

(2)Unhook idler sprocket spring (400226). 

©Remove two screws. 




402460 Paper Handling Assembly 

(J) Remove four screws. 

©Remove two plugs, P102 and P116. 

©Move feed bars to rear and lift paper 
handling assembly (402460) by handle. 

In reassembly, reset form-out contact 
to belt phasing as follows: 

• Move line feed pawls out of engagement 
with the line feed gear. 

• Rotate the paper advance knob until the 
slope part of the contact just touches the 
long cam. 

• Release the line feed pawls. 





FORM -OUT 
CONTACT 



/ 



CAM 
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C. 80-COLUMN TRACTOR FEED PRINTER (Contd) 
3. DISASSEMBLY/REASSEMBLY (Contd) 
402507 or 402508 Tractor Assembly 

• Remove 402460 paper handling assembly 
(6-37). 

• Remove 402570 form-out assembly . 

® Remove ring retainer from left side plate. 

@ Remove ring retainer. 

(D Remove left and right tractor clamps. 

® Slide inner shaft out. 

® Move tractors forward and slide out outer 
shaft. 

® Remove ring retainer that secures left knob. 
Remove flat washer, spring, and knob. 

® Remove ring retainer that secures 
sprocket. Slide washer and sprocket 
off of shaft. 

(D Remove two screws that secure oilite 
bearing to right side of frame. Slide 
shaft out to right. 

® Loosen two Phillip head screws on tractor 
assembly that is to be replaced. 

@ Remove torsion spring on tractor assembly. 

• Slide tractor assembly to right to remove. 

Note 1: To replace a 402877 tractor belt, loosen 
two Philhp head screws on tractor assembly. The 
new belt should be installed with the overlap in 
direction illustrated. 

Note 2: During reassembly of tractor assembly 
to the shaft, perform Tractor Phasing and Tractor 
Lid adjustments. Perform the adjustments 
in reassembly of form -out assembly. 





FEED 
BELT 



DIRECTION 
OF DRIVE 
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402622 Right Casting Assembly 

• Remove type carrier (6-35). 

• Remove circuit card (6-36). 

• Remove front plate (6-41). 

• Remove paper handling (6-37). 

• Remove power module (6-46). 

© Stand printer on rear and remove four retaining 
rings. Remove printer from base. Restore 
printer to normal position . 

(D Remove retaining ring from shaft. 

® Slide off adjusting ring, collar, gear, spring, 
timing wheel, and bushing from shaft. 

© Unhook spring (110438) from post on sensor 
bracket. 

© Remove two nuts (3599) and lockwashers 
(3640) holding bracket to the plate. Remove 
bracket. 

© Remove nut (3599), lockwasher (3640), and 
flat washer (125011) holding plate to post. 
Remove plate. 

® Loosen screw holding the sensor. Remove 
sensor. 

© Be careful not to lose spacer (400931). 

(9) Remove two screws w/lockwashers (184057) 
holding bottom pan to casting. 

@ Remove shoulder screw (400923), lockwasher 
(45815), and nut (112626); remove two screws 
(153442) and lockwasher (45815); remove 
right casting assembly. 

Check the IMPELLER SHAFT SENSOR GAP 
and FLAG SENSOR GAP adjustments. On 
printing test, the IMPELLER SHAFT to 
CARRIER PHASING , the IMPELLER SHAFT 
SENSOR , and FLAG SENSOR adjustments 
may have to be checked. 
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C. 80-COLUMN TRACTOR FEED PRINTER (Contd) 
3. DISASSEMBLY/REASSEMBLY (Contd) 




400001 Print Head Assembly 

Warning: If a trouble is isolated to the Print Head 
Assembly, the complete printer should be replaced. 
Disassembly information shown is for repair shop 
location reference. 

• Remove type carrier (6-35). 

• Remove circuit card (6-36). 

• Remove front plate (6-41). 

• Remove right casting (6-39). 

(D Remove clutch drive belt. 

d) Loosen three motor adjusting screws friction 
tight. Press motor inward and up to release 
belt tension. 

d) Remove impeller shaft drive belt. 

0At left casting, remove shoulder screw 
(400293), lockwasher(45815), and nut 
(112626). 

(DAIso remove two screws (153442) and lock- 
washers (45815). Remove print head assembly 
(400001). 

Note: It is suggested that when the ri^t 
casting is removed, a 3-inch piece of wood 
be placed under the right end of the print 
head to keep it from dropping. 

In reassembly, be sure to follow all the procedures 
and perform all the a4justments • 




WOOD BLOCK 
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402626 Right Arm Assembly 

• Remove ribbon (6-35). 

• Stand printer on rear. 

Remove two screws (400499), two lock- 
washers (2191) and two flat washers (7002). 
This frees the flag sensor mounting bracket 
(402450) which should be moved aside. 

(D Remove remaining screw (151631) and lock- 
washer (2191) fastening right arm assembly 
to frame. 

In reassembly, remake the Flag Sensor Gap and 
the Flag Sensor Final adjustments. 



402430 Front Plate and 402623 Rear 
Guide Assemblies 

• Remove ribbon feed assembly (6-35). 

• Remove type carrier (6-35). 

• Remove left arm assembly (6-37). 



• Stand printer on rear. 

Remove four mounting screws and carefully 
remove both the front plate assembly (402430) 
and rear guide assembly (402623). 




402450 




402430 FRONT 
PLATE ASSEMBLY 



Caution: Do not lose four spacers which 
separate the two assemblies. ^ 




Li reassembly, make the Ribbon Mechanism Drive Belt 
adjustment. 



402623 REAR 
GUIDE ASSEMBLY 
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C. 80-COLUMN TRACTOR FEED PRINTER (Contd) 



3. DISASSEMBLY/REASSEMBLY (Contd) 

402570 Fonn-Out Assembly 

©Remove three nuts and lockwashers. 

(D Disconnect PI 16 and remove lower connector 
J116 from bracket. 

In reassembly, remake Gear Backlash adjustment. 
Reset form-out contact to belt phasing as follows: 

• Move line feed pawls out of engagement with the 
line feed gear. 

• Rotate the paper advance knob until the slope 
part of the contact just touches the long cam. 

• Release the line feed pawls. 



402621 Line Feed Assembly 
(D Slide belt off. 

©Disconnect one end of spring (402905). 

(DOn early design, remove three screws (151723), 
three lockwashers (45815), and two flat washers 
(3438). 

On late design, remove two screws (151723), 
two lockwashers (45815), and one flat washer 
(3438). 

©Remove WHITE-BLACK and BLACK wires from 
rear of coil. Reconnect these wires FIRST during 
reassembly. 

In reassembly, remake Clutch Drive Belt Tension 
adjustment. Reset form-out contact to belt phasing 
as follows: 



• Move line feed pawls out of engagement with the 
line feed gear. 

• Rotate the paper advance knob until the slope 
part of the contact just touches the long cam. 




• Release the line feed pawls. 
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400632 Feed Bar Drive Belt 



• Remove 402621 line feed assembly (6-42). 

©Remove 112626 nut, 45815 lockwasher and 
3438 flat washer. 

©Remove 153442 screw and 45815 lockwasher. 

©Remove plate and 400632 feed bar drive belt. 
Replace belt. 

In reassembly, perform Line Feed Bar Eccentric 
and Drive Belt Tension adjustments. 



400631 ImpeUer Shaft Drive Belt 
©Remove 400634 clutch drive belt. 

©Loosen three motor adjusting screws friction 
tight. Press motor inward and up to release 
belt tension. 

©Remove worn 400631 belt and replace with 
new belt. 

In reassembly, perform Impeller Shaft Drive Belt 
Tension adjustment. Check Clutch Drive Belt 
Tension adjustment. 

402402 Motor Assembly 

• Remove paper handhng assembly 
(40P151 and 40P153 only) (6-37). 

• Remove power module (6-46). 
©Remove four screws. 

© Remove impeller shaft drive belt. 

©Unplug PI 07 (located at power module 
on 40P151 at motor control 
circuit card assembly on 40P154). 

In reassembly, make Impeller Shaft Drive Belt 
Tension adjustment. 






(POWER MODULE) 



(MOTOR CONTROL CIRCUIT CARD ASSEMBLY) 
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C. 80-COLUMN TRACTOR FEED PRINTER (Contd) 

3 . DISASSEMBLY/REASSEMBLY (Contd) 

400901 Transformer (A02620 power mod- 
ule assembly), 402785 Transformer 
Assembly (402789 power module assembly) 
or 402982 Transformer Assembly (402978 
power module assembly). 

400901 Transformer 

• Remove power module (6-46). 

(pCut the protective tubing at the transformer 
terminals and unsolder four wires (W, BK, Y, 
BR). 

(D Remove four nuts, lockwashers, and flat 
washers that mount the transformer. 

Note: In reassembly, reverse the disassembly 
procedure and resolder the four wires to the 
transformer terminals (W to 1, BK to 2, Y to 3, 
BR to 4). After terminating wires, bend trans- 
former terminals toward core. Nestle wires 
between the winding and the core. The wires 
must not protrude beyond the top of the core. 
Perform the adjustment in Paper Handling Assembly Page 6-37. 

402785 Transformer Assembly 

• Remove power module (6-46). 

(D Remove the PI 17 plug from frame. 

(2) Remove the two capacitor mounting 
bracket screws. 

(DCut the protective tubing at the top 
terminals of the transformer and 
unsolder four wires (BK, BK, Y, BR). 

Remove four transformer mounting nuts, 
lockwashers, flat washers and the cable clamp. 

d) Remove the nut and lockwasher that secure 
the braided ground strap. 

©Remove the P105 plug from the fuse 
mounting bracket. 

402789 POWER MODULE ASSEMBLY 



402620 POWER MODULE ASSEMBLY 
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©Remove the two fuse/plug bracket mounting 
screws. 

Note: When installing a new 402785 trans- 
former assembly, transfer the two 129919 fuses 
from the fuse holders on the old assembly to the 
fuseholders on the new assembly. The four 
wires must be resoldered to terminals (BK to 1, 
BK to 2, Y to 3, BR to 4). After terminating 
wires, bend transformer terminals toward the core 
Nestle wires between the winding and the core. 
Wires must not protrude beyond top of core. 
The five transformer wires at the bottom of the 
transformer should be routed so that all slack 
is removed between the transformer breakout 
and the cable clamp and the wires are within 
th& outside edge of the 3-switch nut plate. 

In reassembly, perform the adjustment ; in Paper Handling Assembly Page 6-37. 

402982 Transformer Assembly 

• Remove the power module assembly (6-47). 

©Remove the PI 17 plug from frame. 

©Remove the four capacitor clamp mounting 
nuts, lockwashers, flat washers, tiie insulator, 
two lockvirashers and bushings. 

©Remove the screw that mounts the 410151 
card. Remove the card and two J102 connector 
mounting screws and lockwashers. 

©Cut the protective tubing at the top terminals 
of the transformer and unsolder seven wires 
(BR, BL, Y, BR, R, G. O). 

©Remove four nuts, lockwashers, and flat washers 
that mount the transformer. 

©Remove the nut and lockwasher that secure the 
braided ground strap. 

©Remove two fuse bracket mounting screws. 

Note: When installing a new 402982 transformer 
assembly, transfer the two 129919 fuses from the 
fuse holders on the old assembly to the fuse holders 
on the new assembly. The seven wires must be 
resoldered to terminals (BR to 1, BL to 2, Y to 3, 
BR to 4, R to 6, G to 7, to 8). After terminating 
wires, bend transformer terminals toward the cere. 
Nestle ¥rires between the winding and the core. 
Wires must not protrude beyond top of core. 




402978 POWER MODULE ASSEMBLY 




(Rear View) 
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C. 80-COLUMN TRACTOR FEED PRINTER (Contd) 

3. DISASSEMBLY/REASSEMBLY (Contd) 

402620 Power Module Assembly (for 40P151) or 
402978 Power Module Assembly (for 40P154) 

402620 or 402789 Power Module Assembly 
(40P151 or 40P153, respectively) 



• Remove paper handling assembly (6-37). 

• Stand printer on rear. 
0Remove two screws. 
(DLoosen three screws. 
(DSlide plate out. 

©Remove two top mounting screws. 

(E) Remove two right side mounting screws. 

^Remove two left side mounting screws. 

©Disconnect three connectors (on 402620 
power module) or four connectors (on 
402789 power module) and lift assembly 
off. 

Note: Removal of lower screw on left 
side is facilitated by sliding connector 
mounting bracket to rear. Remove rear 
mounting screw (or post) from bracket, 
I loosen two mounting screws that hold 
bottom of bracket to frame, and slide 
bracket to rear until cover mounting 
screw is accessible. 

In reassembly, reverse the disassembly procedure 

and perform adjustment in Paper Handling Assembly 

Page 6-37. 




402620 POWER 
MODULE ASSEMBLY 
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402978 Power Module Assembly (for 40P154) 

• Remove 410071 circuit card (6-36). 

Remove two top mounting screws. 

(D Remove two right side mounting screws. 

(D Remove two left side mounting screws and 
cable clamp. 

Remove the screw and lockwasher that secure 
the braided ground strap on the left side. 

©Disconnect three connectors and lift 
assembly off printer. 

Note: Removal of lower screw on left side is 
facilitated by sliding connector mounting 
bracket to rear. Remove rear mounting post 
from bracket, loosen two mounting screws that 
hold bottom of bracket to frame, and slide 
bracket to rear until cover mounting screw is 
accessible. 




318835 Transistor 

• Remove power module assembly (6-46). 
Unsolder white and slate leads to transistor terminals. 
Remove transistor mounting hardware as illustrated below. 




165861 



493, 6-48 



C. 80-COLUMN TRACTOR FEED PRINTER (Contd) 



3. DISASSEMBLY/REASSEMBLY (Contd) 



402613 Paper-Out Switch 



Caution: Due to mounting screw being located close to the end armature^ care 
should be exercised when removing and replacing the switch assembly. 



402613 
SWITCH ASSEMBLY 




• Remove front plate assembly (6-41). ^ 

(^Remove and retain the lower screw and adjusting 
pry plate. 

• Disengage the switch assembly from the pivot by 

carefully pulling the assembly toward the bottom In reassembly, perform the Paper-Out Switch 
and removing. adjustment. 

410155 Motor Control Circuit Card Assembly (40P154) 

• Remove 402978 power module assembly (6-46). 
©Disconnect PI 05 connector from card assembly. 
(^Disconnect motor connector. 

(D Remove cable clamp(s). 

0Remove two screws that secure motor control circuit card assembly. 

• Remove assembly. pios 



MOTOR 
CONNECTOR 
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410150 (40P151) or 410151 

(40P154) Regulator Circuit Card Assembly 

• Remove power module assembly (6-46). 

Remove screw w/lockwasher that secures circuit 
card. 

®Slide circuit card out from Jill receptacle (40P151) or J102 receptacle (40P154). 




and 410151) 
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C. 80-COLUMN TRACTOR FEED PRINTER (Contd) 
3. DISASSEMBLY/REASSEMBLY (Contd) 
Form-Out Belt 



FORM SELECTOR 
LEVER 



FORM SELECTOR 
SCALE 



REAR 
IDLER 
WHEEL 



YELLOW 
THUIIB8CRBW 




FORM-OUT 
BELT 



ARROW 
(Points Inwmrd) 



Removal: 

Loosen yellow thumbscrew (counterclockwise) 
and slide bracket forward to remove tension. 

©Depress and hold form selector lever so that 
contact arm clears. 

0Move rear idler wheel forward. 

Remove belt by sliding it to left. 



Form-Out Belt Selection 



Form Selector Setting 


Part No. 


Color 
of 
Belt 


4 


3 


2 


1 


Length of Form, Inches 


♦3-1/3 


2-1/2 


5 


10 


402571 


Amber 


♦3-2/3 


♦ 2-3/4 


5-1/2 


11 


402572 


Dk Blue 


4 


3 


6 


12 


402573 


Yellow 


♦4-1/3 


♦ 3-1/4 


6-1/2 


13 


402574 


Brown 


♦4-2/3 


3-1/2 


7 


14 


402575 


Red 


5 


• 3-3/4 


7-1/2 


15 


402576 


Pink 


♦5-1/3 


4 


8 


16 


402577 


Lt Green 


♦5-2/3 


♦ 4-1/4 


8-1/2 


17 


402578 


Dk Green 


6 


4-1/2 


9 


18 


402579 


Lt Blue 


♦ 7-1/3 


,5-1/2 


11 


22 


402580 


White 



* For SIX lines per inch 

* For eight lines per inch 



SETTING SCALE 
POINTER 



FORM SELECTOR 

LEVER 
(Push down and 
slide right or left 
to form setting.) 



FORM SELECTOR (Left Side) 




(Adjusted Position of Idler Wheel) 



Replacement: 

0Depress and hold form selector lever while 
holduig rear idler wheel forward. 

©Position new belt on wheels so that arrow 
points inward. 

0P(»ition rear wheel back and remove slack 
in belt. Have bracket at ri^t angles to slot as 
^own. 

0Tighten thumbscrew clockwise. 

0Depre8s FORM ADVANCE, and check stop 
positions. 



BELT 




LOOSEN 



Nott: If form stop positions do not conrespond 
to form lengths, belt may be reversed or incorrect 
belt is used. Check Fonn-Out Belt Selection 



TEMPEST MODEL 40 MANUAL 493, 6-51 



493, 6-52 



D. 132-COLUMN TRACTOR FEED PRINTER 



1 . REMOVAL AND REPLACEMENT OF ENTIRE PRINTER 



OOpen lid. 




Open tractor lids 
and remove paper. 



Depress left and right latch 
lever and lift printer to 
upward position. 



Late Design Cabinets 
With Latch Assembly : 

© Depress the latch assembly 
until the moveable catch 
releases under the extension 
tab on the printer connector 
(Continue with Step 5 to 
remove the printer.) 



Moveable latch, 



Early Design Cabinets: 

Insert large screwdriver 
into right printer latch 
and pry up detent. 




Extension tab on the 
printer connector bracket. 



Pull printer forward 
by grasping handle 
at top, and slide off 
mounting tracks. 
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2. SUBASSEMBLY IDENTIFICATION 
132-Column Tractor Feed Printer 



402660 
PAPER HANDLING 
ASSEMBLY. 
(6-55) 



402507 AND 402508 
TRACTOR ASSEMBLIES 
(6-68) 



RIGHT CASTING 
ASSEMBLY 
(6-61) 



FORM-OUT 
BELT 
(6-67) 



400632 
FEED BAR 
DRIVE BELT 
(6-56) 



LEFT ARM 
ASSEMBLY 
(6-65) 




TYPE 
CARRIER 
(6-53) 



402444 
RIBBON 
(6-53) 



402686 
RIBBON 
SHIELD 
(6-58) 



402420 
RIBBON FEED 
ASSEMBLY 
(6-55) 



RIGHT ARM 
ASSEMBLY 
(6-66) 



402680 
PRINT HEAD 
ASSEMBLY 
(6-62) 

402725 
FRONT PLATE 
ASSEMBLY 
(6-57) 



402720 
POWER MODULE 
ASSEMBLY 

(6-58) 



410155 
MOTOR CONTROL 
CIRCUIT CARD 
(6-60) 



402861 
SWITCH 

(6-59) 



402742 
TRANSFORMER 
ASSEMBLY 

(6-64) 



318835 
TRANSISTOR 

(6-59) 



410151 
REGULATOR 
CIRCUIT CARD 
(6-60) 




402570 
FORM-OUT 
ASSEMBLY 

(6-67) 



400631 
IMPELLER SHAFT 
DRIVE BELT 

(6-57) 



402621 
LINE FEED 
SEMBLY 

(6-56) 



410072 
OR 410729 
LOGIC 
CIRCUIT CARD 
ASSEMBLY 
(6-54) 



402402 
MOTOR ASSEMBLY 

(6-63) 

\ 

408032 FAN 

(6-63) 



402676 
BASE 
ASSEMBLY 

(6-54) 



NOTE; Page numbers are Indicated In parentheses for disassembly procedures for 

major assemblies. Go directly to the page indicated for the major assembly to be 
removed • 



493, 6-54 



D. 132-COLUMN TRACTOR FEED PRINTER (Contd) 
3. DISASSEMBLY/REASSEMBLY 
402444 Ribbon 

The ribbon spools rest on nylon drive pins. Pull 
outward to remove. Remove ribbon and spools. 

CLEAR PLASTIC 
(Tractor Feed Printers) 





Type Carrier 

• Remove 402444 ribbon (see above). 

(DRelease thumb levers on left and right 
ribbon guide brackets allowing guides to 
spring to sides of printer. 




(DLift finger lever on left sprocket and hold. 
Remove type carrier starting at ri^t sprocket 
as shown. (Release finger lever.) 

^Install type carrier starting at left sprocket 
then over right sprocket. Make sure all pallet 
stems are positioned under top guide on 
printer. 

Rotate type carrier one revolution by turning 
impeller gear by hand clockwise. At the same 
time, align any protruding type pallets against 
left sprocket flange. 

Caution: Damage to type carrier or printer 
will result if any protruding type pallet is left 
unchecked. 




IMPELLER 
GEAR 
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410072 or 410729 Logic Circuit Card Assembly 



* Place printer on backside. 




circuit card away from 
© Remove circuit card. printer to a 90° 

position. 

Note: When replacing the 410072 or 410729 circuit 
card with a NEW CARD, remake the Impeller Shaft 
Sensor and Flag Sensor adjustments. 



402675 Base Assembly (3) Remove round head screws 

that secure braided ground 
• Remove 410072 or 410729 logic circuit card (see above). strap from left and right rails. 





Remove four ring retainers and spacers. 



Loosen two connector bracket 
mounting screws. 



Remove post that secures 
connector bracket to base. 



Remove base. 
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D. 132-COLUMN TRACTOR FEED PRINTER (Contd) 

3. DISASSEMBLY/REASSEMBLY (Contd) 

402420 Ribbon Feed Assembly 

• Remove 402444 ribbon (not shown) (6-53). 




and flat washers. 

In reassembly, perform Ribbon 
Feed Drive Belt Tension adjustment. 

402660 Paper Handling Assembly 



Remove four mounting screws located 
on top of paper handling assembly. 

See Note. 

Remove plug P116. 




Note: During reassembly, place 
screw in locating hole first. 

During reassembly, reset form-out 
contact to belt phasing as follows: 

• Move line feed pawls out of engage- 
ment with the line feed gear. 



Rotate the paper advance knob until the slope 
part of the contact just touches the long cam. 

Release the line feed pawls. 



Push feed bars to 
rear and lift by 
handle to remove. 



FORMOUT 
CONTACT 



CAM 
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402621 Line Feed Assembly 

• Remove 410072 or 410729 logic circuit card (6-54). 




Discomiect one end 
of 402905 spring. 



Remove orange and yellow, 
and brown and red wires 
from backside of coil. 



On early design, remove three screws 
(151723), three lockwashers (45815) 
and two flat washers (3438). 
On late design, remove two screws 
(151723), two lockwashers (45815) 
and one flat washer (3438). 



Slide 400634 line feed 
clutch drive belt off. 



FORM-OUT 
CONTACT 



During reassembly, reconnect orange and 
yellow, and brown and red leads first. 

In reassembly, perform Clutch Drive Belt Tension adjustment. 
Reset form-out contact to belt phasing as follows: 



CAM 



• Move line feed pawls out of engagement with the line feed gear. 

• Rotate the paper advance knob until the slope part of the contact just touches the long cam. 

• Release the line feed pawls. 

400632 Feed Bar Drive Belt 



Remove 402621 line feed assembly 
(6-79). 



In reassembly, perform Line Feed Bar 
Eccentric and Drive Belt Tension 
adjustment and the Clutch Drive Belt 
Tension adjustment. 




Remove 153442 
screw and 45815 
lockwasher. 

Remove plate and 400632 feed bar 
drive belt. Replace belt. 



I Remove 112626 nut, 
45815 lockwasher, and 
3438 flat washer. 
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D. 132-COLUMN TRACTOR FEED PRINTER (Contd) 

3. DISASSEMBLY/REASSEMBLY (Contd) 

400631 Impeller Shaft Drive Belt 

Loosen three motor adjusting screws friction 
^tight. Press motor inward and up to release belt tension. 



Remove 400634 
clutch drive belt. 




Remove worn 400631 belt 
and replace with new belt. 



In reassembly, perform Impeller Shaft Drive Belt 
Tension adjustment. Check Clutch Drive Belt 
Tension adjustment. 



402725 Front Plate Assembly 

• Remove type carrier • 

• Remove 402420 ribbon feed assembly. 

• Remove left arm assembly. 

• Remove 402660 paper handling assembly . 



RIBBON MECHANISM 
DRIVE BELT 




RIGHT CARRIER 
©Remove four mounting screws SPROCKET 

and lockwashers. 



(D Slide assembly up to clear paper chute. 
Remove front casting assembly. 

In reassembly, perform Ribbon Mechanism Drive 
Belt adjustment. 



TEMPEST MODEL 40 MANUAL 493, 6-59 



402686 Ribbon Shield 

• Remove 402725 front plate assembly 




Remove six nuts, lockwashers and flat washers. 



402720 Power Module Assembly 

• Remove 402660 paper handling assembly (6-55). 

• Place printer on backside. 



Remove two screws 





Slide plate out. 



MDLl) 

(D Disconnect two connectors. 

©Remove the screw and lockwasher 
that secure the braided groimd strap. 



Loosen three screws. 



Disconnect remaining connector and left 
module assembly off of printer. 

Remove two left side 
mounting screws. 

Removal of lower screw is facilitated 
by sliding connector mounting bracket 
to rear. Remove rear mounting screw 
(or post) from bracket, loosen two 
moimting screws that hold bottom of » 
bracket to frame, and slide bracket to 
rear until cover mounting screw is 
accessible. 



To reassemble, reverse the disassembly procedure and perform adjustment in 
Paper Handling Assembly (6-55). 




402742 
TRANSFORMER 



410151 
CIRCUIT CARD 
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D. 132-COLUMN TRACTOR FEED PRINTER (Contd) 
3. DISASSEMBLY/REASSEMBLY (Contd) 
318835 Transistor 

• Remove 402720 power module assembly (6-58). 
©Unsolder white and slate leads to transistor terminals. 
©Remove transistor mounting hardware as illustrated below. 
©Remove transistor. 

In reassembly, make sure all wires are mounted and thermal compound is applied to bases of insulator 
and transistor. 

402861 Switch 

• Remove 402720 power module assembly (6-58). 
(D Unsolder leads to associated switch to be removed. 
(D Remove two screws and lockwashers. 

(D Remove switch. 

In reassembly, make sure wires are mounted. 
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410151 Regulator Circuit Card Assembly 



Remove 410072 or 410729 logic circuit card (6-54). 



D Slide circuit card out 
from J102 receptacle. 




Remove screw that 
secures circuit card. 



410151 CIRCUIT CARD 

405181 FUSE (Other 
Side-Ref. 410151 
in Part 3) 



321955 FUSE (Other 
Side-Ref. 410151 
in Part 3) 



410155 Motor Control Circuit Card Assembly 

• Remove 402720 power module assembly (6-58). 
Disconnect P105 connector and motor connector. 

©Remove two screws that secure 




©Remove Assembly. 
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D. 132-COLUMN TRACTOR FEED PRINTER (Contd) 
3. DISASSEMBLY/REASSEMBLY (Contd) 
Right Casting Assembly 

• Remove type carrier (6-53). 

• Remove 410072 or 410729 logic circuit card 
(6-54). 

• Remove 402675 base (6-54). 

• Remove 402660 paper handling assembly 
(6-55). 

• Remove 402725 front plate (6-57). 

• Remove 402720 power module assembly 
(6-58). 



PLATE 




3) Unhook 110438 spring from 
post on sensor bracket. 



BRACKET 



Remove two 3599 nuts 
and 3640 lockwashers 
holding bracket to plate. 
Remove bracket. 




O Remove retaining 
/ ring from shaft. 



Slide off adjusting ring, gear, 
spring, collar, timing wheel, 
and bushing from shaft. 



Be careful not to lose 400931 spacer. 





(D Remove two 184057 screws 
w/lockwashers holding 
bottom pan to casting. 

(g) Remove 402689 shoulder screw, 2669 lockwasher, 
and 112626 nut; remove two 153442 screws and 
45815 lockwasher; remove right casting assembly. 



Remove 3599 nut, 3640 
lockwasher, and 125011 
flat washer holding plate 
to post. Remove plate. 

® Loosen screw holding the 
sensor. Remove sensor. 
In reassembly, refer to procedures ref- 
erenced in disassembly and perform in- 
dicated adjustments. Check the Impel- 
ler Shaft Sensor Gap and Flag Sensor 
Gap adjustments . On printing test, 
the Impeller Shaft Sensor , and Flag 
Sensor adjustments may have to be 
checked . 
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402680 Print Head Assembly 

Warning: If a trouble is isolated to the Print Head Assembly, the complete 
printer should be replaced. Disassembly information shown is for repair shop 
location reference. 

• Remove type carrier (6-53). 

• Remove circuit card (6-54). 

• Remove front plaie (6-57). 

• Remove ri^t casting assembly (6-61). 




I Also remove two screws (153442) and lockwashers (45815). 
.Remove print head assembly (400001). 




At left casting, remove shoulder screw (400923), 
lockwasher (2669), and nut (112626). 



Note: It is suggested that when the right 
casting is removed, a 3-inch piece of wood 
be placed under the right end of the print 
head to keep it from dropping. 




WOOD BLOCK 



In reassembly, be sure to follow all the procedures and perform all the adjustments in 6-55 
(Right casting) and 6-56 (Impeller Shaft Belt Drive). 
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D. 132-COLUMN TRACTOR FEED PRINTER (Contd) 
3. DISASSEMBLY/REASSEMBLY (Contd) 
402402 Motor Assembly 

• Remove 402660 paper handling assembly 
(6-55). 

• Remove 402720 power module assembly 
(6-58). 




Left Casting Assembly — Parts 



82702 124612 




(6-55). 

• Remove 402720 power module assembly 
(6-58). 

Loosen setscrew; slide fan blade to right. 
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l^Ollkl Transformer Assembly 
• Remove 402720 power module assembly (6-58). 
©Remove the PI 17 plug from frame. 

©Remove the two capacitor clamp mounting nuts and lockwashers. 

©Remove the screw that mounts the 410151 card. Remove the card and two J102 connector mounting 
screws and lockwashers. 

®Cut the protective tubing at the top terminals of the transformer and unsolder seven wires (W, BK, Y, 
BR, R, G, O). 

©Remove four nuts, lockwashers and flat washers that mount the transformer. 

©Remove the nut and lockwasher that secure the braided ground strap and green ground wire. 

©Remove two fuse bracket mounting screws. 

Note: When installing a new 402742 transformer assembly, transfer the two 129919 fuses from the 
fuse holders on the old assembly to the fuse holders on the new assembly. The seven wires must be 
resoldered to terminals (W to 1, BK to 2, Y to 3, BR to 4, R to 6, G to 7, O to 8) and the ground straps 
reconnected. After terminating wires, bend transformer terminals toward core. Nestle wires between 
the winding and the core. Wires must not protrude beyond top of core. 



In reassembly, perform adjustment in Paper Handling Assembly (6-55). 
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D. 132-COLUMN TRACTOR FEED PRINTER (Contd) 
3. DISASSEMBLY/REASSEMBLY (Contd) 

Left Arm Assembly 
• Remove type carrier (6-53). 




400221 
IDLER 



In reassembly, perform Left Carrier Sprocket adjustment, if idler is replaced. 
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Right Arm Assembly 

• Remove 402444 ribbon (not shown) (6-53). 




Remove post — being careful 
of two springs mounted on post. 



Remove two 
retaining rings. 
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D. 132-COLUMN TRACTOR FEED PRINTER (Contd) 
3. DISASSEMBLY/REASSEMBLY (Contd) 
Form-Out Belt 



FORM SELECTOR 
SCALE 



REAR 
IDLER 
WHEEL 



FORM SELECTOR 
LEVER 



Form-Out Belt Selection 




YELLOW 
THUMBSCREW 



ARROW 
(Points Inward) 



Form Selector Setting 


Part No. 


Color 
of 
Belt 


4 


3 


2 


1 


Length of Form, Inches 


+3-1/3 


2-1/2 


5 


10 


402571 


Amber 


+ 3-2/3 


* 2-3/4 


5-1/2 


11 


402572 


Dk Blue 


4 


3 


6 


12 


402573 


Yellow 


+ 4-1/3 


♦ 3-1/4 


6-1/2 


13 


402574 


Brown 


+ 4-2/3 


3-1/2 


7 


14 


4Q2575 


Red 


5 


* 3-3/4 


7-1/2 


15 


402576 


Pink 


+ 5-1/3 


4 


8 


16 


402577 


Lt Green 


+ 5-2/3 


♦ 4-1/4 


8-1/2 


17 


402578 


Dk Green 


6 


4-1/2 


9 


18 


402579 


Lt Blue 


+ 7-1/3 


5-1/2 


11 


22 


402580 


White 



Removal: 

(Dl/oosen yellow thumbscrew (counterclockwise) 
and slide bracket to remove tension. 

(|) Depress and hold form selector lever so that 
contact arm clears. 

(|)MQve rear idler wheel forward. 

® Remove belt by sliding it to left. 



+ For six lines per inch 
For eight lines per inch 

SETTING SCAi:.E 
POINTER 



FORM SELECTOR 

LEVER 
(Push down and 
slide right or left 
to form setting.) 



FORM SELECTOR (Left Side) 




(Adjusted Position of Idler Wheel) 



Replacement: 



BELT 



® Depress and hold form selector lever while 
holding rear idler wheel forward. 

©Position new belt on wheels so that arrow points 
inward. 

@ Position rear wheel back and remove slack in 
belt. Have bracket at right angles to slot SiS shown. 

® Tighten thunibscrew clockwise. 

©Depress FOIIM ADVANCE, and check stop 
poi8it4on8. 

NOTE; If form stop positions do not 
correspond to form lengths, belt may 
be reversed or incorrect belt is used. 
Check Form-Out Belt Selection. 




REAR IDLER 
WHEEL 



LOOSEN 



YELLOW 
THUMBSCREW 



./ 
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402570 Form-Out Assembly 



P116 jiie 




(2) Disconnect PI 16 and remove 
connector J116 from bracket. 



Remove three nuts and lockwashers. 



In reassembly, remake Form-Out Gear Backlash adjustment. Reset form-out contact to belt phasing as 
follows: 



• Move line feed pawls out of engagement with the line feed gear. 

• Rotate the paper advance knob until the slope part of the contact 
just touches the long cam. 

• Release the line feed pawls. 

402507 or 402508 Tractor Assembly 

•Remove 402660 paper handling assembly (6-55). 
• Remove 402570 form-out assembly (6-67). 

(D Remove ring retainer from left side plate. 
<D Remove ring retainer. 
(D Remove left and right tractor clamps. 
Slide inner shaft out. 

©Move tractors forward and slide out outer shaft. 

(D Remove ring retainer that secures left knob. 
Remove flat washer, spring, and knob. 

Remove ring retainer that secures sprocket. 
Slide washer and sprocket off of shaft. 

d) Remove two screws that secure oilite bearing 
to right side frame. Slide shaft out to right. 

(D Slide tractor assembly to right to remove. 




FORM-OUT 
SWITCH 



/ 



CAM 




PIN 

BELT 
OVERL. 




FEED 
BELT 

DIRECTION 
OF DRIVE 




NOTE; To replace a 402877 tractor 
belt, loosen two Phillip head screws on 
tractor assembly. The new belt should 
be installed with the overlap in di- 
rection illustrated. 



WHITE DOT OR RAISED MARK 



NOTE; During reassembly of tractor 
assembly to the shaft, perform Tractor 
Phasing and Tractor Lid adjustments. 
Perform the adjustments in (6-67) in 
reassembly of fom-out assembly. 
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E. CONTROLLER 



REMOVAL AND REPLACEMENT 



© Remove controller cover^ 
( t en moun t ing s c r e ws ) . 




©Pull controller 
forward slightly 
to unhook form 
tabs which secure 
rear of controller 
to pedestal door. 

©Remove two 'screws which 
mount front of controller 
to pedestal door. 

To install controller in pedestal reverse 
removal procedures. 

Removal and Replacement Rack Mount 



Turn off 
main power 
switch on 
interface 
assembly. 




© Turn main power 
switch off. 



Disconnect all cables 
from interconnection 
module. 

Remove controller 
from pedestal. 

Loosen ten 
captive 
screws which 
mount con- 
troller cover. 
Remove cover. 



© 




screws which hold con- 
troller slides in close 
position and pull con- 
troller to extended 
position. 



Pull controller forward 
slightly to unhook from 
tabs which secure the 
rear of controller to 
mounting plate, l^emove 
controller from mounting 
plate. 



Disconnect all cables 
from the interconnec- 
tion module. 

Remove two screws 
which mount the front 
of controller to 
mounting plate. 



To Install controller, reverse the removal procedure. 
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40PSU103 Power Supply 



©Turn main power switch off. 

0Lift power supply and rest on edge 
of frame. Reach in at rear of power 
supply and disconnect ac connector*' 



410202 BACK PANEL 

©Release power supply handle latch and 
power supply latch on side of frame 



Slide controller forward and 
tilt up for access to bottom 
and remove power supply ship- 
ping bolt. 
©Return controller to its original 
position and disconnect leads from 
power supply to controller back panel. 



FRAME 



©Remove circuit cards 
in slots 1 and 2. 




©Remove power supply 
from controller. 



^Remove two hold down 
screws which secure 
front of controller 
to pedestal door. 



To install power supply reverse removal procedures. 



Controller Interface Card - KP and ROP 



©Remove four 3599 nuts 
and 125011 flat washers 
for each circuit card. 




assemblies. 
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E. CONTROLLER (Contd) 
1. REMOVAL AND REPLACEMENT (Contd) 
Controller Interface Cards - KP3 



©Remove 407548 
cable assembly. 




Remove three 100011 nuts and 
2191 lockwashers. 



Remove 410158 circuit card, 



©Remove 407543 
cable assembly^ 



Remove 407546 
cable assembly. 



Remove 407544 
cable assembly. 



To install circuit cards, reverse removal procedures. 
Interconnection Module 

©On Inside of controller frame remove 
©Turn main power switch off. four 184056 screws mounting inter- 

connection module to controller frame. 




©Disconnect push on leads / ©Disconnect ac power plug 

from filter panel to / to fan assembly, 

interconnection module. ©Remove 16 184056 screws 

mounting interconnection 
module to controller frame. 

©Remove interconnection module. 



To install interconnection module reverse removal procedures. Refer to 
9575WD in WDP0461, 0464 or 0465 for wiring of filter panel. 
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410202 Back Panel 
® Turn main power switch off. 




1. 



® Remove four 341819 shoulder 
screws which mount back panel. 



To install back panel reverse removal procedures. 
402090 Filter Assembly 



S) Remove 402090 filter assembly on 
ROP and KP Sets. 
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E. CONTROLLER (Contd) 
I. REMOVAL AND REPLACEMENT (Contd) 
Filter Assemblies - KP3 

To remove filter assemblies. 

•Remove interconnection module. 
•Remove controller interface cards . 



©Remove two 181241 screws 
which mount filter to be 
removed . 

©Remove filter assembly. 

07412 SSI 
SR ASSEMBLY 



When installing filter assemblies, orientate assembly so that the long filter pins 
are toward the inside of the controller container. 



407392 BLANK PLATE 



D 





407393 BLANK PLATE 




• t • • • 



• • • • 




• • • • 








• • • • 


D 


• • • • 


• • • • 




• • • • 








• • • • 




• • 




407411 CIU 
FILTER ASSEMBLY 



407410 DC POWER 
FILTER ASSEMBLY 



41 

FILTE 
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Fan Assembly 

•Remove interconnection module (6-72). 
Only disconnect fan ac connector. 
•Remove 40PSU103 power supply (6-70). 
•Remove 410202 back panel (6-73). 



Remove fan assembly 
from controller. 




40PSU103 
POWER SUPPLY 



FRAME 



To install fan assembly reverse removal procedures. 
2 . DISASSEMBLY/REASSEMBLY 



Remove four 198670 screws 
which mount fan assembly. 



"(DPuII fan assembly 
rearward and reach 
in and disconnect 
ac connector from 
frame. 



INTERCONNECTION 
MODULE 



410202 
BACK PANEL 



Fan Assembly 



Remove four 81258 screws, 7002 
flat washers, 2191 lockwashers 
and 3598 nuts for each fan to 
be removed. V 324612 

FAN 




Unsolder leads from fan terminals. 
Remove fan. 



402062 CABLE 
ASSEMBLY 

344091 SCREEN 



402056 FAN 
MOUNTING PLATE 



To reassemble fan assembly reverse disassembly procedures. Refer to 9562WD in 
WDP0461, 0464 or 0465 for wiring of fan. 
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F. CABINETS 



1. REMOVAL - 40CAB202/RA AND 40CAB202/RD CABINET PARTS 



401646 ASSEMBLY 
(Part of 402075 assembly) 



403620 ASSEMBLY 
(Part of 405716 assembly) 




40CAB202/RD — KP PRINTER CABINET 
Includes internal interlock and printer cable. 
40CAB202/RA - RO PRINTER CABINET 
Includes internal interlock, printer and opcon cables. 



To remove 405715 or 405716 
SSl/opcon cable assembly, 
refer to Page (6-77). 



To remove 400598 
cable assembly, 
refer to Page (6-77). 



403618 CABLE ASSEMBLY 
(Part of 405715 or 405716 assembly) 



PLUG 
(40CAB202/RA only) 

410551 or 410549 Transformer Assembly 



@ Disconnect ac connector 
from printer cradle. 



Remove two 
3598 nuts and 
ground straps 




©Remove 410551 transformer 
assembly on KP Sets or 
410549 transformer assembly 
on ROP and KDP Sets. 



(D Remove 13 push on 
connectors from pins. 



402060 COVER 



Remove 16 184055 screws 
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403615 Filter Panel Assembly 




400598 Cable Assembly 
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F. CABINETS ( Contd) 
2. REMOVAL - 40CAB352/RA OR 4CAB354/RA CABINET PARTS 



To replace 333588 lamp in 335123 switch: 
® Remove 403800 PAPER button. 
Replace lamp. 

.403800 
PAPER 
BUTTON 




To remove 335123 switches: 
©Remove switch button. 
©Remove nut from top of switch, 
©Unsolder leads. 
©Remove switch. 

335123 
SWITCHES 



COVER 



To remove 403785 fan: 
©Disconnect plug from ac input 
©Remove three 150978 screws 
©Remove fan assembly. 




AC INPUT 
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4105A9 Transformer Assembly 
® Disconnect two 




on connectors 184054 screws 

from pins. inside cabinet. 

403615 Filter Panel Assembly 




CONNECTOR 



D.Rcimove 341649 printer connector. 
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2. REMOVAL AND REPLACEMENT 



Interface Assembly — Floor Mounted 



©Remove interface circuit 
card mounting assembly 
(6-82), Steps 1 2 and 3. 




Remove 402039 shoulder screw, 
402038 spacer and 402040 lever 
which actuate circuit breaker. 



2) Remove interface cover 
(18 screws). 



Disconnect signal cable 
to controller and power 
cables to devices. 



(Front View) 



Remove three sealtite connectors 
from bottom of interface assembly. 




Remove s igna 1 , c lock 
and control leads that 
connect interface to 
external circuitry. 



(Top View) 



Remove 151723 
screws in ac 
compartment 
and remove 
interface 
assembly from 
pedestal. 




CD Be sure main 
break for ac 
power line is 
turned off. 
Disconnect ac 
leads to interface. 



To install interface assembly reverse removal procedures 
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G. PEDESTAL (Contd) 
2. REMOVAL AND REPLACEMENT (Contd) 
Interface Circuit Card Mounting Assembly 



(D Remove three 198670 screws which 
mount the interface circuit card 
mounting assembly. 





Remove interface 
circuit card 
mounting assembly 
from pedestal. 



D Turn main 
power switch 
off. 



C2/ Remove mounting assembly from interface 
asseiid>ly and set in front of interface. 



Remove four 152893 screws and 3640 lockwashers 
which mount JlOO connector. Route cable 
through slot in container. 




©Disconnect leads from terminal block 
to mounting frame. Disconnect Pi 14 
and J114 interface power supply plugs. 
Disconnect two leads from F2 fuse. 



To install interface circuit card mounting assembly reverse removal procedures. 
Refer to 9559WD in WDP0457 for reconnecting leads to terminal blocks. 
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Interface -- Rack Mount 




interface . 

© Remove three 198670 
screws which mount 
the interface circuit 
card mounting assembly. 




Remove mounting assembly from interface 
assembly and set in fromt of interface. 

Remove three sealtite connectors 
from bottom of interface assembly. 




AO- 



© Remove signal, clock 
and control leads that 
connect interface to 
external circuitry. 




9 J Remove interface 
assembly from 
mounting bracket. 



7) Be sure main break 
for ac power line is 
turned off. Discon- 
nect ac leads to 
interface. 



To install interface assembly reverse removal procedures. 
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H. POWER SUPPLY 



DISASSEMBLY/REASSEMBLY 
Cover Assembly 



(D Depress circuit breaker. 



@ Release handle by slightly pulling 
403721 latch and lifting handle. 



© Remove 403740 cover 
by sliding cover off 
of heat sink. 




403726 
HEAT SINK 
(Left side) 



©Loosen three 341651 
1/4-tum studs on 
403726 heat sink. 



NOTE : When reassembling 
cover to power supply, 
make sure that lip of 
cover is positioned on 
fin as shown. 



©Unfold both heat sinks 
in the directions shown. 




In reassembly, make sure circuit breaker 



is 



depressed . 



See Note above. 
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NOTE 1 ; The number indicated in parentheses after each assembly designates page 
covering the disassembly/reassembly procedures. Encircled numbers indicate a 
procedure below. 403725 

GREEN-WHITE HEAT SINK 401002 403769 

406940 \ 403728 \ RECTIFIER BRACKET 

TRANSFORMER \ CIRCUIT BREAKER 

(Tl)(6-87) BLACK \ RED CHASSIS GROUND 

410010 CIRCUIT 
CARD (6-86) 

401002 BRIDGE 
RECTIFIER (6-85) 



181246 

SCREW > . . 

125179 
SCREWS (2) 
2191 

LOCKWASHER (2) 
403700 CIRCUIT 
BREAKER (CBl) 
(6-85) Old-Style) 
03750 DIODE 
ASSEMBLY (CRl) 
(6-88) 

'^403735 THERMAL 
SENSOR ASSEMPLY 
(TSl ) (6-88) 





410012 CIRCUIT CARD 

AND ASSOCIATED 
TRANSISTORS (Ql, Q2 
and Q8) (6-88) 



TERMINAL 123 



410011 CIRCUIT CARD 403705 1 24 V FILTER 4^3707 403706 ±48 V FILTER 
AND TRANSISTORS (Ql CAPACITOR (Cl) p^SE CAPACITORS (C3 and 

and Q6) (6-85) (6-86) C5) (6-86) 

©Remove four screws (supplied with capacitors). 



NOTE 2 : When reassembling capacitors 
to 410010 circuit card, make sure 
that capacitor vents are under holes 
in circuit card. 

©Disconnect leads from bridge rectifier. 
Remove bridge rectifier from 403725 
heat sink by removing 181246 screw. 

NOTE 3 ; In reassembly, apply thermal 
compound between bridge rectifier and 
heat sink. 



©Cut and remove RM200137 shink tubing 
around circuit* breaker. Disconnect 
two black leads to circuit breaker. 
Remove nut and lockwasher holding 
circuit breaker to 403745 bracket. 

©Disconnect blue lead of thermal 
sensor from terminal 123 of 410012 
circuit card. Remove thermal sensor 
by unscrewing from 403725 heat sink. 
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H. POWER SUPPLY (Contd) 



DISASSEMBLY/REASSEMLBY (Contd) 

410010 Circuit Card 

•Remove cover assembly (6-84). 
•Perform steps 1 through 5. 

©Remove all leads 
to 410010 circuit 
card as shovm. 



403705 -H24 V Filter Capacitor (CI) 

• Remove cover assembly (6-84). 
•Perform steps 3, 4, 6 and 7. 




410010 
CIRCUIT CARD 



OUTPUT TERMINAL 
BLOCK 



Remove two screws and star washers (supplied with 
403705 capacitor) and disassemble green and red 
leads from capacitor posts. 

oTAoi^rr. 1^ RED LEAD TO 6 

BLACK LEAD ( From 410011 circuit card ) 
TO 5 ' 



(T)Cut RM43679 tie. 



GREEN LEADS TO 7 AND 8 

RED LEAD TO 9 
(From 410012 circuit card) 

BLUE LEAD TO 11 
RED LEAD (2) 
BLACK LEAD 

ORANGE AND 
BLACK LEADS 



YELLOW AND WHITE 
LEADS 



403762 
CABLE ASSEMBLY 



Cut and remove 
RM43682 tie. 



© Loosen 341798 screw 
w/lockwasher from 
192269 nut. Remove 
403705 capacitor by 
first lifting 410010 
circuit card approxi- 
mately 1-1/2 inches 
and twisting capacitor 
upward and out of 
403743 capacitor clamp 



C5^ Remove two 403706 
capacitors from 
410010 circuit card 
(capacitors are not 
part of circuit card) 



NOTE: 



5) Using long-nose pliers, 
compress two 340711 
supports and lift 410010 
circuit card from power 
supply . 

When reassembling capacitors to 



circuit card, make sure that capacitor 
vents are under holes in circuit card. 



In reassembly, make sure that all leads are twisted as shown. See Note ab 



ove. 
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405940 Transformer (Tl) 

•Remove cover assembly (6-84). 



GREEN 
LEADS 



RED 
LEAD 

410010 
CIRCUIT CARD 



403705 
CAPACITOR 



[t) Remove two screws and star washers 
(supplied with 403705 capacitor) 
and disengage red and green leads. 



D Cut and remove RM43679 tie. 



3) Disconnect yellow lead 
from termina.. J104. 



® Cut and remove 
RM43679 tie. 




©Disconnect red leads from 
terminals J103 and J105. 



Using long-nose pliers, 
compress 403711 supports 
and release 410010 cir- 
cuit card. 



405940 
TRANSFORMER 



@ Remove two 403711 supports and 
327955 speed nuts for replace- 
ment on new transformer. 




Disconnect 
black 
lead from 
transformer 
to filter. 



Remove four 401582 nuts 
Lift up on 410010 cir- 
cuit card and remove 
transformer. 



(Rear View) 



Power Supply 



Disconnect white lead 
from transformer to 
filter. 



Remove 401582 nut 
securing ground 
leads to base and 
disconnect braided 
lead from trans- 
former. 



In reassembly, make sure that all leads are positioned and twisted as shown. 
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H. POWER SUPPLY (Contd) 
/ DISASSEMBLY/REASSEMBLY (Contd) 

410012 Circuit Card -- Associated Transistors (Ql , Q2 and Q8) and 403750 Diode 
Assembly (CRl) 

• Remove cover assembly (6-84). 

® Disconnect green and red leads from 
terminals 8 and 9 of output terminal 
block. 



©Disconnect green 
lead from terminal 
PI 12 and red lead 
from terminal J115 
of 410010 circuit 
card and route 
both leads through 
RM43682 tie. 

(D Remove blue 
lead of 403735 
thermal 
sensor from 
terminal 
123. 



GREEN LEADS 



BLUE LEAD 




OUTPUT TERMINAL BLOCK 

Cut and remove RM43679 
tie and remove 410012 
circuit card from 
power supply. 

@) Remove 403750 diode 
assembly and 405891 
insulator (Note 2). 

D Disconnect green lead at 
terminal 130 and white 
lead at terminal 129. 

5) Disconnect two black leads from 
transistor (Ql) terminals. 



410012 
CIRCUIT CARD 



©Disconnect P113 
connector. 



403764 
SOCKETS 



181242 
SCREWS 



403708 INSULATOR 
(Note 1 ) 



403723 
SOCKET 



403716 TRANSISTOR (Q8) 
(Note 2) 



180675 SCREWS (6) 
(Note 3) 




03725 
HEAT SINK 



403713 TRANSISTOR (Q2) 



403712 TRANSISTOR (Ql) 



©Remove three transistors (Ql, Q2 and 
Q8) from 403725 heat sink as shown. 



® 



403750 DIODE 
ASSEMBLY (CRl) 



Remove 334874 nut, 82832 star 
washer, 403767 cable assembly 
and 405891 insulator. 
NOTE 1 : Use new insulators when replacing transistors. 

NOTE 2 : When replacing transistor or diode, apply thermal compound between new 
insulator and heat sink. 

NOTE 3 ; Tighten screws to approximately 6 inch-pounds torque to avoid damaging 
sockets . 



In reassembly, make sure all leads are twisted as shown. 
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•Remove cover assembly (6-84). 327954 RETAINER (3) 

(D Remove 403727 and 403730 



transistors (Ql and Q6) 
from 403726 heat sink as 
shown. 



341651 STUD (3) 



403774 SOCKET (2] 



403737 
SUPPORT 



403721 LATCH 
92260 STAR WASHER 
186778 SCREW 



180714 SCREW (4) 
(Note 1) 




403726 
HEAT SINK 



103730 TRANSISTOR (Q6) 
(Note 2) 



403727 TRANSISTOR (Ql) 
(Note 2) 



©Disconnect black 
lead from terminal 
120 of circuit card. 



Disconnect black, red, and 
green leads from terminals 
5, 6 and 7 of output terminal 
block. 



® Cut and remove 
RM43679 tie. 



327955 SPEED NUT 

403744 
BRAIDED STRAP 




Disconnect red 
lead from ter- 
minal 118 of 
circuit card. 

5) Disconnect green lead 
from terminal 119 of 
circuit card. 



180904 
TERMINAL TAB 

403726 HEAT SINK 

410011 CIRCUIT CARD 



Disconnect plug 122 
from circuit card. 



410010 CIRCUIT CARD 
403725 HEAT SINK 
401582 NUT (Note 3) 

403748 BRACKET (Note 3) 
ORANGE LEAD 

Compress 403737 support 
and lift 410011 circuit 
card from power supply. 



NOTE 1 : Tighten screws to approximately 6 inch-pounds torque to avoid damaging 
sockets. 

NOTE 2 : When replacing 403727 and 403730 transistors, make sure that flat edges 
of transistors are facing toward the front of power supply. 

NOTE 3 ; Removal of 403725 or 403726 heat sink can be accomplished by removing 
two 401582 nuts and removing 403748 bracket. Heat sinks can then be slid forward 
and out. 
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PART 7 ROUTINE MAINTENANCE 
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7. PRINTER TESTING 7-16 
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A. GENERAL 

Routine maintenance should be performed on the terminal in accordance with the 
schedule outlined below. 

1. LUBRICATION 

The printer should be lubricated just prior to placing it in service. The printer 
should be relubricated after it has been in service a few weeks. Thereafter, the 
printer should be relubricated every 2000 hours of running time or six months 
whichever occurs first. Refer to D. LUBRICATION . 

2. CLEANING 

The terminal should be cleaned at each lubrication interval. 

3. EXPENDABLE ITEMS 

For reliable operation it is recommended that the following parts be replaced at 
the recommended interval . 

Printer Ribbon The 402444 printer ribbon should be replaced after 25 hours of 
printing operation or if ribbon is worn (printers without reinker) . 

B. CHECK POINTS 

1. GENERAL 

a. All connectors are seated properly and securely. 

b. Look for pinched or crimped wires or cables. 

c. Doors and panels open and close properly. 

d. Latches open easily and close securely. 

e. Covers are secure. 

2. FAN ASSEMBLY 

a. Unrestricted flow of air. 

b. Quiet operation. 

3. OPCON 

No loose keys. 

4. PRINTER 



Check printed copy for smears. 
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5. GROUNDING STRAPS AND FUSES 

During servicing or prior to operational checkout, make sure all grounding straps 
are connected . 




Braided 



Check fuses for condition and ratings 
(fuse ratings are critical; no higher 
rating than specified should be used) 



F2 (1 Amp) 




Fl (5 Amps) 




F2(l Amp) 




F4 (3/4 A) 
F5 (3/4 A) 



nterface 
Module 
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C. CLEANING 

1. CABINETS AND PEDESTALS 

NOTE ; Avoid cleaning methods that spread dust and debris to surrounding areas. 

Clean all ventilating screens; while vacuuming, use a soft-bristled brush to 
remove debris. 

Clean exterior surfaces: 
• Wash with mild detergent solution. 
•Rinse with damp cloth. 
•Buff dry with soft cloth. 

2. PRINTER (See Page 7-4), E. PRINTER ROUTINE MAINTENANCE , 3. CLEANING . 

a. Type faces. 

b. Paper chute. 

c. Paper roller. 

D. LUBRICATION 

1. OPCON 

Never lubricate the keyswitch assemblies on the operator console. 

2. PRINTER 

The printer can be lubricated by positioning it in the ribbon changing (mainte- 
nance) position. 

Lubricate the printer just prior to placing in service or before putting it in 
storage. Thereafter, lubricate the mechanisms every 2000 hours of running time. 

Apply lubricant to points as indicated. 

On small parts, a minimum amount of lubricant should be applied so that the 
lubricant remains on the parts and does not run off. 

Excessive lubricant should be removed with a dry, lint-free cloth. 

The following areas must be kept dry, free of all lubricant: 

a. All electrical components, including terminals. 

b. All parts normally touched by the operator, including exposed surfaces in 
ribbon, paper handling areas, and all large flat areas. 

The following sjnnbols indicate the quantity of lubricant to be used in a specified 
area: Symbols 01, 02, 03, etc, refer to 1, 2, 3, etc, drops of oil. The follow- 
ing list of s^rmbols apply to the lubrication instructions and the type of lubri- 
cant to be used: 

Oil 88970 

G Apply thin film of 145867 grease. 

S Saturate felt oilers, washers, and wicks with oil. 

D Keep dry, no lubricant permitted. 
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CAUTION ; SEVERE PERMANENT DAMAGE TO THE SINTERED TYPE AND SHIEIDED TYPE BEARINGS 
ON THIS UNIT WILL OCCUR IF THE PRINTER IS SUBJECTED TO VAPOR DECREASING, DECREAS- 
ING AGENTS, SUBMERGED IN DETERGENT SOLUTIONS, OR SPRAYED OR WIPED WITH CLEANING 
SOLVENTS OF ANY KIND. 



Lubrica 




02 Ribbon Carrier 
(3 holes) 




03 Sleeve Oil Hole 
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D. LUBRICATION (Contd) 

2. PRINTER (Contd) 
Lubrication Left Side (Contd) 



Form-Out Assembly 




01 Form- Out 
Gear Shaft 



01 Eccentric Bushi 



G Form- Out Gear 



01 Guide 
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Lubrication — Right Side 




each end) 



01 Springs (Each 




s) 



Paper Positioner Assembly 
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E. PRINTER ROUTINE MAINTENANCE 

1. GENERAL 
Printer 

Routine maintenance on the printer should be performed after 2000 hours of 
running time or one year. Printer should be removed from the cabinet before 
routine maintenance is begun. See PART 6 COMPONENT ACCESS for printer removal. 

• To prevent damage to furniture, the printer should be placed on a pad such as 
124828 protective pad, or other suitable substitute. 




• Remove the ribbon. 



2. TYPE CARRIER REMOVAL AND CLEANING 
Ribbon Guide Brackets 

• Release thumb levers on left and right 
ribbon guide brackets allowing guides 
to spring to sides of printer. 



Carrier Top Guide 

•Remove three thumbscrews and lock- 
washers securing carrier top guide; 
remove guide. 

Type Carrier Removal 

•Lift finger lever on left pulley and 
hold. Remove type carrier starting 
at right pulley as shown. (Release 
finger lever.) 




CARRIER TOP GUIDE 





THUMBSCREWS 
AND LOCKWASHERS 



DIRECTION OF 
TYPE CARRIER 



TYPE CARRIER 



LEFT 
PULLEY 



CARRIER TOP 
GUIDE 




RIGHT 
PULLEY 



♦Clean type carrier with brush and mineral spirits. Care should be takeii that 
the customer's furniture is not damaged. Inspect type carrier. Replace any 
pallets that are worn, missing, or mutilated. Set type carrier aside* 
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CLEANING 



• Check that the printed instructions on the printer cover are legible 
with cloth. 



Clean 



IaW for Fgm Stiwtion 



Form Selector Setting 



Length of Form 



3-1/3 


2-1/2 


5 


10 


Amber 


3-2/3 




5-1/2 


11 


Blue 


4 


3 


6 


12 


Yellow 


4-1/3 




6-1/2 


13 


Brown 


4-2/3 


3-1/2 


7 


14 


Red 


5 




7-1/2 


15 


Pink 


5-1/3 


4 


8 


16 


Lt Green 


5-2/3 




8-1/2 


17 


Green 


6 


4-1/2 


9 


18 


Lt Blue 


7-1/3 


5-1/2 


11 


22 


White 



Color 
of 
Belt 



Label for Ribbon Loading 

1. Ribbon is to wind and unwind at 
bottom of spool. 

2. Put new spool on free-wheeling 
spindle. 

3. Using routing shown, pass ribbon 
between paper and type carrier. 

4. Attach ribbon to empty spool and 
wind untU eyelet is on spool. 

5. Put spool on spindle and wind up 
slack on free-wheeling spool. 




Depress when 
changing belts 



Label for Idler Assembly 



Loosen and move thumbscrew until 
idler assembly is approximately at 
right angles to slot. 



Label for 



LF 



FORMS 
OFF 2 



TEST 



I T 



OFF 



Label for Type Carrier Changing 



Remove ribbon and swing ribbon 

guides out by pressing thumb levers. 

Lift finger lever and remove carrier 

starting at right pulley. 

Install new carrier starting at left 

pulley ; follow above instruction in 

reverse. 

Rotate carrier by hand in direction 
shown, aligning any protruding 
type pallets to prevent snagging. 
Option switch selection should 
agree with font arrangement of 
type carrier. 



Label for Paper Loading 

Release paper guides and open 
tractors. 

Fold one form down; if multiple 
forms, separate. 

3. Sight down paper path and thread 
paper, keeping to the left. 

4. Close tractors and paper guides. 

5. Set right tractor for paper width. 

6. Set left tractor for left margin. 

7. Pull knob and turn to align form. 
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E. PRINTER ROUTINE MAINTENANCE (Contd) 



3. CLEANING (Contd) 
Line Feed Magnet 

• Place a piece of cleaning paper between the line feed armature and pole piece; 
manually hold the armature against the pole piece and pull the paper out. Per 
form the operation twice. Discard paper. 



• Clean with a brush, dust and paper lint that has accumulated on the printer, 
inside the paper chute, on the sides, and on the front. Make sure furnishings 
are not damaged. 

A. CHECKS 

Printer Cross Shaft 

•Check the fiber gear on the cross shaft for worn or chipped teeth. Check for 
red oxide around the bearings. At the bearings check that the inner roll does 
not turn on the shaft. If it does, replace the shaft. Check for play in the 
shaft by lifting up and down. Check for worn, dented, or pitted teeth on the 
right pulley. If any of these conditions exist, replace printer. 




Place cleaning paper 
between armature and 
pole piece. 



nBER GEAR 




PULLEY 



BEARINGS 
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Ribbon Rollers 

•Check for worn, chipped or cracked ribbon rollers; replace if necessary. 

Tractor feed printers should be equipped with new style rollers. Check that the 
new style rollers have been properly installed with the groove and bulge downward. 




BULGE 



• Check the ribbon for curling. If any curling occurs on the ribbon, perform the 
Ribbon Tracking adjustment after the printer is in the cabinet. 

Ribbon Feed Drive Belt 

• Check the ribbon feed drive belt for missing teeth. Check for damage or worn 
areas on the ribbon discs. Replace if necessary. If belt is replaced, perform 
the Ribbon Feed Drive Belt adjustment. 




Left Sprocket 

• Check for wear, dents, or pitting on the left sprocket flange. Replace if 
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E . PRINTER ROUTINE MAINTENANCE (Contd) 

4. CHECKS (Contd) 

• Check for wear and pitting on the type carrier track. Make sure type carrier 
lubricating pad is in place and is not damaged. Replace if necessary. If front 
plate is replaced, perform the Backup Bar adjustment. 



TYPE CARRIER 
TRACK 




Impeller Shaft Bearing 

• Rotate the impeller shaft and check that the shaft rotates freely with no binds 
in the two supporting bearings. Look at both ends of the shaft for any red 
oxide deposits near the bearing area. If red oxide is present, replace printer. 



Check for red oxide 
on both sides of the 
bearing. 



Impeller Shaft Drive Belt 




• Check impeller shaft drive belt for missing teeth; replace if necessary. If 
belt is replaced, perform the Impeller Shaft Drive Belt Tension adjustment. 
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Feed Bar Drive Belt 

•Check feed bar drive belt for missing teeth; replace if necessary, 
replaced, perform the Feed Bar Drive Belt Tension adjustment. 



If belt is 




Clutch Drive Belt 

•Check clutch drive belt for missing teeth; replace if necessary, 
replaced, perform the Clutch Drive Belt Tension adjustment. 



If belt is 




Line Feed Mechanism 

•Check for excessive wear on the feed bars, gear, and roller; replace if necessary, 
If line feed mechanism is replaced, perform the Line Feed Par Eccentric adjust- 
ment . 

.GEAR 

/ w ^\:^^^^ ^ 

FEED BARS 



ROLLER 



Magnet Coil 

•Check that the line feed coil is securely mounted on its core. Check for dis- 
coloration due to overheating on the line feed coil casing. If either of these 
conditions exist, replace the line feed mechanism and perform the Feed Bar Drive 
Belt Tension adjustment. 
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E. PRINTER ROUTINE MAINTENANCE (Contd) 



4. CHECKS (Contd) 
Motor Shaft 

•Check for free rotation of motor shaft. Check for cracks on the motor fan. 
Replace if necessary. If motor fan is replaced, perform the Motor Fan Spacing 
adjustment. 



MOTOR FAN 





Ribbon Guides 

•Check for wear, bending, cracks, or deformities in the left and right ribbon 
guides. If ribbon guides are replaced, perform the Left and Right Ribbon Guides 
(Final) adjustment. 




Paper "Out Contact Switch 

• Check paper-out contact arm. 
If it is bent, straighten it and 
recheck its requirement. 

Refer to PART 5 — ADJUSTMENTS. 



PAPER-OUT SWITCH 



PAPER-OUT 
SPRING 



\ 



PAPER GUIDE 




(Side View) 
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Form-Out Belt 



•Check for missing teeth or worn cams on the form-out belt. Replace if necessary, 
If form-out belt is replaced, perform the Form-Out Contact to Belt Spacing ad- 
justment. 

FORM-OUT BELT 




Mylar Strip 

•Check for missing, distorted, or torn mylar strip tabs on the front casting 
assembly. Also replace any mylar strip that has a rough surface. 




MYLAR STRIP 

Trac tors 

•Check for bends, cracks, or deformities in the tractors. Check for free oper- 
ation of the tractors. Check that no pins are missing on the tractors. Check 
the amber drive belts for tears, distortion, or mutilation. Replace if neces- 
sary. When replacing the tractors make sure that the white dots or raised marks 
are in line with each other horizontally across the shaft. 




DRIVE BELTS 




WHITE DOT OR 
RAISED MARK 
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E. PRINTER ROUTINE MAINTENANCE (Contd) 



5. PRINTER REASSEMBLY INTO CABINET 

Remount the printer in the cabinet; reconnect ac, SSI, and interlock cables. 

Replace the type carrier. If lubrication is to be done, saturate the lubricating 
pad before replacing carrier. Before replacing the type carrier, seat all the 
pallets using the 402878 gauge. The gauge is marked for SO-column and i32-column. 
Be sure to use the proper side of the gauge to match thie printer being routined. 
Reinstall the type carrier starting at the left pulley. Once the carrier is in 
place, rotate the impeller shaft by hand, one complete revolution of the carrier 
to seat all pallets. 



Reinstall the ribbon. See label on printer for correct ribbon routine. Install 
paper. 

6. CABINETS CHECKS 

Test operation of interlock switch; pull up on switch plunger and apply power, 
then lower plunger. Motor should stop. 

Check for air circulation in printer cabinet and make sure motor and fan are work- 
ing properly. 

7. PRINTER TESTING 

Test the printer for proper operation. The test should include a check on the 
following: 

• Operation of FORMS ADVANCE button (tractor feed) 

• Proper printer test message operation with test switch ON 

• Simulation form-out j([ tractor feed) 

• Line feed -- single or double. 

Refer to PART 3 — OPERATIONAL CHECKOUT of this manual for detailed checkout pro- 
cedures. Extensive checkout should not be necessary during routine maintenance. 
However, the printer must be checked out sufficiently to make sure a working unit 
is being returned to service. For this purpose a brief off-line checkout should 
suffice . 

During the printer test, the print quality must be examined. Printed copy should 
have no smudges; characters should not be clipped on either side; no characters 
should be missing; characters should be clear. 

Return the unit to service. 
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